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Public  Health  Laws  and  Regulations 


Public  health  is  the  science  and  art  of  preventing  disease, 
prolonging  life,  and  promoting  physical  health  and  efficiency 
through  organized  community  efforts  for  the  sanitation  of  the 
environment,  the  control  of  community  infections,  the  education 
of  the  individual  in  principles  of  personal  hygiene,  the  organiza- 
tion of  medical  and  nursing  service  for  the  early  diagnosis  and 
preventive  treatment  of  disease,  and  the  development  of  the  so- 
cial machinery  which  will  insure  to  every  individual  in  the  com- 
munity a  standard  of  living  adequate  for  the  maintenance  of 
health.— C.  E.  A.  Winslow. 


Published  at  Helena,  by  the  State  Board  of  Health. 
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ORGANIZATION  OF  THE  STATE  BOARD  OF  HEALTH.* 

The  State  Board  of  Health  is  composed  of  five  physicians  appointed 
,  by  the  Governor.  The  Board  is  required  to  meet  in  regular  semi-annual 
session  at  Helena,  and  at  such  other  times  and  places  as  may  be  nec- 
essary. It  organizes  by  the  selection  of  a  President,  a  Vice-President 
and  a  Secretary.  The  Secretary  is  the  sanitary  adviser  and  executive 
officer  of  the  Board  and  the  State  Health  Officer.  His  duties  are  speci- 
fied by  law  (Sec.  1479.)  He  supervises  the  work  of  all  divisions.  The 
Board  has  full  power  in  the  selection  and  discharge  of  all  of  its  em- 
ployees. It  is  authorized  to  supplement  the  state  public  health  law 
by  the  passage  of  such  regulations  as  may  be  necessary,  not  incon- 
sistent with  law.  Other  general  duties  of  the  Board  are  specified  in 
Section  1475. 

The  Board  has  systematized  its  work  by  the  creation  of  various 
divisions,  each  with  its  own  particular  duties  to  perform.  The  follow- 
ing summarizes  the  work  of  each: 

DIVISION  OF  VITAL  STATISTICS. 

The  first  duty  of  any  health  board  is  to  know  of  the  amount  and 
manner  of  the  accretions  and  losses  of  the  population  within  its  juris- 
diction. For  this  purpose  it  must  maintain  full  and  accurate  records 
of  all  births  and  deaths.  By  law  the  Secretary  of  the  State  Board  of 
Health  is  also  the  State  Registrar  of  Births  and  Deaths,  He  is  required 
to  supervise  the  work  of  local  registrars,  to  make  such  rules  and  regu- 
lations as  may  be  necessary  to  administer  the  Act,  to  prescribe  and 
to  furnish  such  forms  and  blanks  as  may  be  necessary,  and  to  main- 
tain a  system  of  indexing  and  filing  for  permanent  record.  All  in- 
quiries and  correspondence  pertaining  to  births  and  deaths  should  be 
addressed  to  this  division  or  to  the  State  Registrar,  Helena. 

HYGIENIC  LABORATORY. 

This  is  in  charge  of  a  Director  who  is  a  highly  qualified  Bacteriol- 
ogist. The  purpose  of  the  laboratory  is  essentially  that  of  assisting 
physicians  in  the  diagnosis  of  disease  by  the  bacteriological  examina- 
tions of  cultures  or  secretions  and  the  pathological  examinations  of 
tissues.  All  service  is  furnished  to  physicians,  and  therefore  to  their 
patrons,  free  of  charge.  The  laboratory  does  not  engage  commercially 
in  the  manufacture  of  vaccines  or  serums.  With  the  exception  of  water 
and  food  and  drug  analysis,  all  correspondence  in  regard  to  bacterio- 
logical or  pathological  specimens  should  be  addressed  to  the  Director 
of  the  Hygienic  Laboratory,  Helena. 

DIVISION  OF  SOCIAL  HYGIENE. 

This  division  is  concerned  with  all  educational  and  suppressive 
measures  essential  to  the  prevention  of  the  spread  of  venereal  disease. 
It  is  supported  jointly  by  state  appropriation  under  the  direction  of 
the  State  Board  of  Health  and  federal  appropriation  under  the  direc- 
tion of  the  U.  S.  Interdepartmental  Social  Hygiene  Board,  composed 
of  the  Surgeons  General  of  the  Army,  Navy  and  Public  Health  Service. 
It  has  direct  administration  of  the  provisions  of  Chapter  106,  Session 
Laws  of  1919.  All  correspondence  pertaining  to  educational  or  public 
health  measures  for  the  suppression  of  venereal  disease  should  be  ad- 
dressed to  the  Director  of  the  division  at  Helena. 

DIVISION  OF  FOOD  AND  DRUGS  AND  HOTEL  INSPECTION. 

This  division  is  encharged  with  the  enforcement  of  two  state  laws 
with  rules  and  regulations  which  have  been  adopted  by  the  State 
Board  of  Health  under  the  provisions  of  these  laws-  These  two  laws 
are  commonly  known  as  the  Montana  Pood  and  Drug  Act  and  the  Mon- 
tana Hotel  Law,  more  properly  designated  as  Chapter  130,  Session 
Laws  of  1911,  and  Chapter  36,  Session  Laws  of  1919,  respectively. 
These  laws  and  accompanying  rules  and  regulations  are  issued  in  spe- 

*The    State    Board    of   Health    was    created    March    15th,    1901;    reorganized 
March,   1907,   and  again  March,   1919. 


rial  publications.  Food  and  drug  analytical  laboratories  in  connection 
uiili  the  work  of  this  division  arc  maintained  at  the  State  College  of 
Agriculture  and  Mechanic  Arts  at  Bozeman.  All  correspondence  con- 
cerning food  and  drug  and  hotel  inspection  work  should  be  addressed 
to  the  Director  of  the  division  at  Helena. 

DIVISION   OF   WATER  AND  SEWAGE. 

This  division  has  general  supervision  of  all  public  water  supplies 
and  sewage  disposal  plants  throughout  the  state  and  offers  advice  in 
all  projects  where  water  analyses  are  necessary  or  desirable.  Bac- 
teriological and  chemical  analytical  laboratories  are  maintained  at  the 
State  College  of  Agriculture  and  Mechanic  Arts  at  Bozeman.  Parties 
wishing  water  analyses  should  write  the  Director  of  the  Laboratory  at 
Bozeman  for  special  containers,  and  specify  whether  for  chemical  or 
bacteriological  examination.  Examinations  of  samples  for  protection 
of  the  public  health  should  have  the  recommendation  of  local  or  county 
health  officers.  Plans  for  all  public  water  supplies  or  purification 
plants,  or  sewage  disposal  treatment  plans  must  have  the  approval  of 
the  Secretary  of  the  State  Board  of  Health.  Correspondence  should  be 
addressed  to  the  Secretary  at  Helena.    - 

DIVISION  OF  CHILD  WELFARE. 

Created  under  the  provisions  of  Chapter  121,  Session  Laws  of  1917, 
the  work  of  this  division  comprises  all  measures  for  the  prevention 
of  infant  mortality,  including  prenatal  care,  and  the  furtherance  of  all 
hygienic  measures  for  the  betterment  of  child  health.  It  is  also  charged 
with  general  supervisory  powers  over  all  county,  school  and  public 
health  nursing.  Through  an  Educational  Secretary  close  .co-operation 
is  maintained  with  the  office  of  the  State  Superintendent  of  Public  In- 
struction in  the  promotion  of  school  hygiene.  The  division  is  prepared 
to  offer  advice  or  instruction  for  the  correction  of  postural  and  post- 
infantile  paralysis  or  orthopedic  defects.  Correspondence  should  be 
addressed  to  the  Director  of  the  division  at  Helena. 

DIVISION  OF  COMMUNICABLE  DISEASE. 

This  division  was  created  under  the  provisions  of  Chapter  76,  Ses- 
sion Laws  of  1919,  which  authorizes  the  employment  of  an  Epidemiolo- 
gist. Its  duties  include  the  study  of  the  prevalence  of  communicable 
disease,  co-operation  with  local  and  county  boards  of  health  in  diag- 
nosis and  the  institution  of  measures  to  prevent  the  spread  of  infec- 
tions, and  general  sanitary  supervision.  All  matters  pertaining  to  the 
reporting,  quarantine  or  isolation  of  communicable  disease,  with  the 
exception  of  venereal  disease,  to  the  distribution  of  anti-toxins,  serums 
and  vaccines,  to  nuisances  other  than  those  connected  with  the  sale  of 
foods  and  drugs  or  of  hotels,  and  to  the  sanitation  of  public  buildings 
should  be  referred  to  the  Epidemiologist  at  Helena. 

DIVISION  OF  PUBLICITY  AND  EDUCATION. 

This  work  is  under  the  direct  supervision  of  the  Secretary,  who  is 
responsible  for  the  issuance  of  a  regular  monthly  bulletin  and  of  a 
large  number  of  special  bulletins  teaching  the  means  of  avoidance  of 
communicable  disease,  methods  of  protection  of  water  supplies  and  of 
disposal  of  sewage,  the  promotion  of  personal  hygiene,  public  health 
administration  and  other  topics.  This  division  is  prepared  to  furnish 
public  health  speakers  for  all  occasions  or  groups,  exhibit  material, 
lantern  slides  with  prepared  lectures,  and  generally  to  aid  communi- 
ties or  organizations  in  the  promotion  of  public  health  and  hygiene. 
Address  all  requests  to  the  Secretary  at  Helena. 

In  addressing  correspondence  use  this  form: 

STATE   BOARD   OF  HEALTH 

Division  of 

Helena,  Montana. 


WHAT  THE  HEALTH  OFFICER  CAN  DO. 
With  Proper  Funds,  Facilities,  Inclination  and  Energy. 

1.  Maintain  constant  sanitary  supervision  over  all  cities  and  towns 
in  his  district.  This  includes'  dairy,  food  and  milk  inspection  and  should 
include  laboratory  facilities. 

2.  Maintain  quarantine  supervision  and  control  of  communicable 
disease;  seeing  that  all  cases  are  promptly  reported  and  contacts  are 
isolated,  that  the  source  of  all  infections  is  traced  and  means  instituted 
to  prevent  the  further  spread  of  infection.  That  all  persons  shall  be 
instructed  and  methods  inaugurated  whereby  they  may  be  made  im- 
mune from  typhoid  fever  and  smallpox  by  vaccination.  This  should 
include  diagnostic  laboratory  facilities. 

m 

3.  Institute  a  system  of  physical  inspection  of  school  children,  see 
that  all  school  buildings  undergo  constant  sanitary  supervision,  and  be 
able  to  advise  boards  of  education  at  all  times  in  regard  to  heating, 
lighting  and  ventilation,  etc.,  of  buildings. 

4.  Promote  the  employment  of  public  health  nurses  by  schools, 
cities  or  counties  to  aid  him  in  all  his  activities. 

5.  Promote  clinics  for  corrections  of  defects  in  those  school  chil- 
dren who  are  financially  unable  to  secure  private  medical  or  dental  at- 
tention. 

6.  Aid  in  the  reduction  of  infant  mortality  by  promoting  clinics 
and  stations  where  mothers  may  secure  advice  and  instruction  in  pre- 
natal care  and  in  the  feeding  and  care  of  babies. 

7.  Promote  diagnostic  clinics  for  the  early  detection  of  tubercu- 
losis, and  see  that  all  cases  arc  placed  under  proper  treatment,  either 
under  care  and  instruction  of  physicians,  or  in  indigent  cases  under 
municipal,  county  or  state  sanatorium  care.  Municipal  and  county 
sanatoria  should  be  encouraged. 

8.  Promote  clinics  for  early  diagnosis  of  venereal  disease  and  see 
that  all  cases  receive  proper  instructions,  care  and  treatment,  either 
by  private  physicians,  or  in.  the  cases  of  the  wilfully  careless,  ignorant 
or  indigent,  that  such  care  be  given  at  public  expense,  if  necessary 
under  detention  or  quarantine. 

9.  Render  regular  periodical  reports  to  the  people  in  his  district 
as  to  sanitary  and  health  conditions  and  maintain  a  system  of  records, 
surveys,  etc. 

10.  Promote  the  general  health  and  longevity  of  the  people  of  his 
district  by  literature,  papers,  bulletins,  lectures,  displays  and  other 
educational  methods. 


,     DUTIES  AND  POWEBS  OF  COUNTY  AND  LOCAL  HEALTH  BOARDS. 

The  following  instructions  are  published  by  the  State  Board  of 
Health  for  the  purpose  of  acquainting  local  and  county  boards  with 
the  nature  and  extent  of  their  duties  and  authority,  and  to  define  their 
relation  to  the  state  board,  that  there  may  be  substantial  uniformity 
in  the  administration  of  t lie  health  laws  of  the  state.  In  every  county 
and  city  of  the  state  there  exists  a  board  of  health.  (See  Sec.  1484 
and  1492  of  the  Public  Health  Law.) 

The  responsibility,  in  the  case  of  disease,  is  with  these  county  and 
local  boards.  It  was  not  the  intention  to  create  boards  of  health  for 
a  merely  nominal  existence;  they  have  duties  and  responsibilities  from 
both  a  legal  and  moral  standpoint. 

/The  boards  thus  created  are  subordinate  to  the  state  board-  Under 
authority  granted  them  by  law,  the  State  Board  of  Health  has  pre- 
pared rules  and  regulations  for  preventing  the  spread  of  contagious 
disease,  which  rules  and  regulations  have  the  force  and  effect  of  a 
law.  Tlie  local  and  county  boards  of  health  may  formulate  and  adopt 
such  additional  rules  and  regulations  as  may  be  necessary  to  meet  spe- 
cial conditions  in  their  respective  counties.  All  rules  must  be  duly 
published. 

Instructions  and  Suggestions  to  County  and  Local  Health  Officers. 

It  is  required  by  law,  under  certain  prescribed  penalties,  that  upon 
appointment  of  a  health  officer  he  shall  report  the  fact,  with  his  post- 
office  address,  to  the  State  Board  of  Health,  and  that  he  shall  there- 
after perform  such  duties  required  by  the  laws  of  the  state,  the  rules 
and  regulations  of  the  State  Board  of  Health,  and  by  his  local  board 
of  health.  He  must  promptly  supply  all  physicians  and  other  rightful 
persons  with  report  forms  provided  by  the  State  Board  of  Health.  He 
shall  receive,  record  in  books  provided  for  that  purpose  and  transmit 
to  the  State  Board  of  Health,  all  returns  of  communicable  diseases  re- 
ported by  physicians  or  other  persons  within  his  jurisdiction.  He  shall 
transmit  to  the  State  Board  of  Health  copies  of  all  reports  and  pub- 
lications of  his  board  and  such  sanitary  information  as  might  be  useful 
to  the  people  of  the  state. 

The  law  constitutes  the  county  and  local  health  officers  the  me- 
dium of  communication  between  all  county  and  local  boards  of  health 
within  their  respective  counties  or  cities  and  the  State  Board  of  Health. 

The  health  officer  is  a  member  of  the  board  of  health  of  his  county 
or  city  by  virtue  of  his  office.  He  should,  also,  be  its  secretary,  sani- 
tary adviser,  and  executive  officer.  He  has  certain  powers  conferred 
on  him  by  statute;  in  addition  to  this,  the  State  Board  of  Health  has 
attempted  to  make  rules  and  regulations  which  will  meet  the  general 
conditions  as  they  may  arise.  It  is  the  duty  of  the  county  or  local 
health  officer  to  see  that  these  rules  and  regulations  are  strictly  en- 
forced within  his  jurisdiction.  The  county  or  local  board  of  health  has 
authority  by  resolution  and  orders  to  grant  the  health  officer  addi- 
tional powers,  and  they  should  enact  such  resolutions  as  to  empower  the 
health  officer  to  take  such  action  as  may  be  deemed  necessary  to  meet 
emergencies  as  they  may  arise. 

As  the  sanitary  adviser  of  his  board,  the  county  or  local  health 
officer  will  have  influence  in  determining  the  action  of  the  board  in 
proportion  to  his  knowledge  of  sanitary  science  and  his  honest  effort 
for  the  promotion  of  the  public  health.  He  should  make  himself  thor- 
oughly acquainted  with  the  health  laws  of  the  state  and  the  rules  and 
regulations  of  the  State  Board  of  Health.  With  this  knowledge,  if  he 
be  a  trained  physician,  he  will  be  equipped  for  service. 

The  reports  of  the  health  officer  are  a  part  of  the  records  of  the 
state  board,  to  be  kept  for  future  reference  and  comparison  with  fu- 
ture conditions  which  will  arise  respecting  their  localities.  This  fact 
should  stimulate  him  to  contribute  all  that  is  possible  to  be  obtained 
upon  the  subjects  presented. 


The  following  are  suggested  as  the  health  officer's  most  important 
duties : 

It  is  the  duty  of  every  county  and  local  health  officer  to  forward 
to  the  State  Board  of  Health  at  the  end  of  each  week  all  returns  of 
communicable  diseases  received  by  him  from  physicians,  householders, 
etc.,  in  his  county  or  city  during  the  week.  It  is  his  duty  to  see  that 
the  law  relative  to  reporting  communicable  diseases,  both  by  physicians 
and  householders,  is  strictly  enforced. 

To  order  and  enforce  the  prompt  and  thorough  isolation,  in  ac- 
cordance with  the  rules  and  regulations  of  the  State  Board  of  Health, 
of  those  sick  or  infected  with  infectious  or  contagious  disease.  The 
keynote  of  safety  in  such  cases  is  the  complete  separation  of  the  sick 
from  the  well. 

To  strictly  enforce  the  provisions  of  the  law  with  regard  to  the 
prompt  reporting  of  communicable  diseases  or  those  suspected  of  suf- 
fering from  communicable  diseases,  both  by  physicians  and  household- 
ers within  his  jurisdiction. 

To  order  the  prompt  vaccination  or  isolation  Of  persons  who  have 
been  exposed  to  smallpox. 

To  see  that  no  person  suffers  for  lack  of  nurses,  or  other  neces- 
saries, because  of  isolation  for  the  public  good. 

To  give  public  notice  of  infected  places,  by  placard  on  the  prem- 
ises, and  otherwise  if  necessary;  and  to  disseminate  the  rules  for  dis- 
infection and  quarantine,  and  see  that  disinfection  is  thoroughly  carried 
out  at  the  expiration  of  the  period  of  quarantine. 

To  promptly  notify  teachers  or  superintendents  of  schools  concern- 
ing families  in  which  are  contagious  diseases;  to  exercise  especial 
hygienic  supervision  over  the  schools  and  schoolhouses  within  his  jur- 
isdiction. 

To  supervise  funerals  of  persons  dead  from  scarlet  fever,  diphtheria, 
smallpox  or  other  communicable  diseases  which  endanger  the  public 
health.* 

To  enforce  the  laws  for  the  control  of  venereal  disease,  and  to 
maintain  such  supervision  over  all  persons  afflicted  with  venereal  dis- 
ease in  accordance  with  laws,  rules  and  regulations,  as  will  insure 
their  undergoing  treatment  and  freedom  from  infection. 

To  be  vigilant  as  to  violations  of  the  law  governing  the  sale  or 
exposure  for  sale  of  adulterated  or  unwholesome  articles  intended  for 
food  or  medicine;  milk  products  suspected  of  being  responsible  for  the 
spread  of  communicable  disease  should  especially  receive  his  attention. 

To  make  inspections  of  all  places  where  food  or  drugs  are  manu- 
factured or  sold,  and  to  collect  samples  or  original  packages  or  broken 
packages  of  food,  drugs  or  liquors,  on  request  of  the  State  Board  of 
Health. 

To  make  a  monthly  sanitary  inspection  of  each  meat  market, 
slaughter  -house,  public  eating  place,  bakery,  confectionery,  grocery 
store,  soda  fountain,  ice  cream  parlor,  soft  drink  establishment  and 
every  other  place  where  food  or  food  products  are  handled  for  sale  or 
shipment,  sold  or  offered  for  sale,  within  his  jurisdiction. 

To  make  an  annual  inspection  of  all  hotels  in  his  territory. 


♦Under  the  Vital  Statistics  Registration  Act,  local  health  officers  are  also 
required  to  act  as  local  registrars  of  births  and  deaths.  Special  detailed  in- 
structions in  regard  to  such  registration  duties  are  sent  at  tinfe  of  appoint- 
ment or  upon  application.  Local  Registrars  should  devote  especial  study  to 
Part  VI  of  the  Rules  and  Regulations. 


All  these  reports  are  to  be  forwarded  to  the  State  Board  of  Health 
where  they  are  closely  inspected,  so  that  where  violations  of  the  law 
or  regulations  appear  such  violations  may  be  followed  up  by  the  State 
Inspector. 

To  investigate  conditions  that  may  constitute  nuisances  prejudicial 
to  health,  and  to  take  all  necessary  measures  for  the  abatement  of  such 
nuisances. 

To  investigate  the  water  supply,  both  private  and  public,  and  when 
in  his  opinion  any  water  supply  is  polluted  or  subject  to  pollution  by 
sewage  or  other  contamination  so  as  to  render  it  dangerous  to  the 
health  of  those  who  may  use  such  water,  he  shall  notify  those  endan- 
gered of  such  conditions  and  shall  send  samples  of  such  water  to  the 
state  water  and  sewage  laboratory  at  Bozeman  for  examination. t 

To  have  sanitary  control  of  all  public  buildings  within  his  juris- 
diction and  to  see  that  the  rules  of  the  State  Board  of  Health  in  re- 
gard to  these  are  executed. 

To  inspect  all  schoolhouses  during  the  summer  vacation  and  to 
see  that  all  privy  vaults,  urinals  and  sources  of  water  supply  are  in  a 
safe  and  sanitary  condition  before  the  fall  term  of  school  begins. 

All  books,  reports  and  papers  of  an  official  character  in  the  hands 
of  the  county  or  local  health  officer  are  the  property  of  the  state,  and 
all  such  property  in  the  hands  of  such  county  or  local  health  officer 
must  be  turned  over  at  the  expiration  of  his  term  of  office  to  his  suc- 
cessor in  office. 

Since  communicable  disease  recognizes  no  geographical  limits  coun- 
ty health  officers  are  urged  to  maintain  cordial  relations  and  close 
communication  with  all  local  health  officers  within  their  respective 
counties  and  thus  guard  against  the  spread  of  disease  to  and  from 
rural  areas.  Mutual  co-operation  and  the  elimination  of  personal  or 
professional  jealousies  are  essential  to  public  welfare.  Close  harmony 
between  public  officials,  as  between  musicians,  promotes  popularity. 

No  physician  should  consider  accepting  the  position  of  county  or 
local  health  officer  without  carefully  reading  the  laws,  rules  and  regu- 
lations pertaining  to  his  duty,  which  are  submitted  herewith.  To  do  so 
would  be  equivalent  to  attempting  treatment  of  a  patient  without  know- 
ing, not  only  of  the  disease,  but  even  without  knowing  the  symptoms 
the  patient  may  present.  Until  one  is  acquainted  with  the  duties  of  a 
health  officer,  the  acceptance  of  such  office  is  equivalent  to  a  "leap  in 
the  dark,"  to  say  the  least. 


fThe  laboratory  rule  is  that  no  water  analyses  pertaining-  to  public  health 
will  be  made  except  upon  recommendation  of  the  health  officer,  and  except 
that  samples  be  taken  by  or  under  his  direction.  Careful  sanitary  survey  as 
recommended  in  Special  Bulletin  No.  20  (Farm  Water  Supplies)  will  often 
obviate  necessity  of  analysis.  Samples  for  routine  examinations  of  municipal 
and  railway  water  supplies  are  usually  sent  by  superintendents  or  others  in 
charge  of  operation,   thus   relieving  health   officers  of  this   item   of  work. 


*LAWS  RELATING  TO  PUBLIC  HEALTH. 

Creation  of  Montana  State  Board  of  Health. 

CHAPTER  157,  SESSION  LAWS  OP  1919. 

Be  It  Enacted  by  the  Legislative  Assembly  of  the  State  of  Montana: 

Section  I.  There  is  hereby  created  and  established  a  board  to  be 
known  under  the  name  and  style  of  the  "State  Board  of  Health  of 
Montana";  said  board  shall  be  composed  of  five  members  all  of  whom 
shall  be  experienced  physicians,  legally  authorized  to  practice  medicine 
and  surgery  in  the  State  of  Montana,  to  be  appointed  by  the  Governor 
from  a  list  of  not  less  than  ten  names  submitted  therefor  by  the  Mon- 
tana Medical  Association. 

Section  II.  The  Governor  shall  within  thirty  days  after  the  passage 
and  approval  of  this  Act  appoint  five  members  who  shall  possess  the 
qualifications  specified  in  Section  I,  to  constitute  the  members  of  said 
board.  Said  members  shall  be  so  classified  by  the  Governor  that  the 
term  of  office  of  one  shall  expire  in  one  year,  one  in  two  years,  one  in 
three  years,  one  in  four  years,  and  one  in  five  years.  Annually  there- 
after the  Governor  shall  appoint  one  member  who  shall  possess  the 
qualifications  specified  in  Section  I,  from  a  list  of  not  less  than  five 
names  submitted  by  the  Montana  Medical  Association,  to  serve  for  a 
period  of  five  years.  That  all  vacancies  in  said  board  caused  by  death 
or  otherwise  shall  be  filled  by  appointment  by  the  Governor  from  a 
list  of  not  less  than  five  names  submitted  by  said  Montana  Medical 
Association. 

Section  III.  At  the  first  meeting  of  the  State  Board  of  Health,  or 
as  soon  thereafter  as  a  suitable  and  competent  person  can  be  secured, 
the  board  shall  elect  a  secretary,  who  shall  be  an  educated  physician, 
experienced  in  sanitary  science  and  qualified  to  practice  medicine  in 
the  State  of  Montana,  who  by  virtue  of  such  election  shall  be  the  ex- 
ecutive officer  and  the  State  Health  Officer.  The  secretary  so  elected 
shall  receive  in  monthly  payments  an  annual  salary  of  Five  Thousand 
Dollars  ($5,000.00)  to  be  paid  out  of  the  general  fund  of  the  state. 
The  board  may  elect  one  of  its  own  number  secretary,  in  which  case, 
the  Governor  shall  appoint  another  member  to  complete  the  full  num- 
ber of  the  said  board: 

Section  IV.  That  Sections  1474  and  1478  of  the  Revised  Codes  are 
hereby  repealed. 

Section  V.  All  Acts  and  parts  of  Acts  in  conflict  herewith  are 
hereby  repealed. 

Section  VI.  This  Act  shall  be  in  full  force  and  effect  from  and 
after  its  passage  and  approval. 

Approved  March  7,  1919. 


*This  publication  does  not  contain  the  Food  and  Drug-  Law  and  Regula- 
tions nor  the  Hotel  Inspection  Law  and  Regulations  which  are  issued  in 
special   bulletins. 


PART    III,    TITLE    VII,    CHAPTER    I,    ARTICLE    I,    REVISED    CODES 

OP  MONTANA,   1907- 

Secton  1475.  Powers  and  Duties  of  Board. — The  State  Board  of 
Health  shall  have  general  supervision  of  the  interests  and  health  and 
life  of  the  citizens  of  the  state.  They  shall  study  the  vital  statistics 
of  the  state  and  endeavor  to  make  intelligent  use  of  the  records  of 
deaths  and  sickness  among  the  people;  they  shall  make  sanitary  in- 
vestigations and  inquiries  regarding  the  causes  of  disease  and  especially 
communicable  diseases  and  epidemics;  the  causes  of  mortality,  and 
the  effects  of  localities,  employments,  conditions,  ingesta,  habits  and 
circumstances  of  the  health  of  the  people;  they  shall  gather  such  in- 
formation in  respect  to  all  these  matters  as  they  may  deem  proper  for 
diffusion  among  the  people;  they  shall  make  an  inspection  once  in 
each  year,  and  at  such  other  times  as  they  may  be  directed  to  do  so 
by  the  Governor,  of  all  public  institutions  and  make  a  report  as  to 
their  sanitary  conditions,  with  suggestions  and  recommendations  to 
their  respective  boards  of  directors  or  trustees;  and  it  shall  be  the 
duty  of  the  official  in  the  immediate  charge  of  such  institutions  to 
furnish  all  the  facilities  necessary  for  a  thorough  investigation;  they 
shall,  when  requested  or  when  they  shall  deem  it  best,  advise  officers 
of  the  government,  or  other  boards  within  the  state,  in  regard  to  loca- 
tion, drainage,  water  supply,  disposal  of  excreta,  heating  and  ventila- 
tion of  any  public  institution  or  building;  they  shall  have  general  over- 
sight and  direction   of  the   enforcement   of  the   statutes   respecting   the 

preservation  of  the  health  and  the  prevention  of  the  spread  of  com- 
municable diseases;  they  shall  have  general  supervision  of  the  work 
of  local  and  county  boards  of  health,  hereinafter  defined,  and  they 
shall,  at  each  session  of  the  legislature,  submit  through  the  Governor 
a  full  report  of  their  investigations  and  such  suggestions  and  recom- 
mendations as  they  may  deem  proper. 

Section  1476.  Meetings  of  Board. — The  State  Board  of  Health  shall 
meet  semi-annually  at  Helena,  and  at  such  other  times  and  places  as 
they  may  deem  expedient.  Suitable  accommodations  for  the  meetings 
of  said  board  and  office  room  for  the  secretary  shall  be  provided  at 
the  State  Capitol.  A  majority  shall  be  a  quorum  for  the  transaction 
of  business.  They  shall  choose  one  of  their  members  to  be  president 
and  may  adopt  all  necessary  rules  and  by-laws  subject  to  the  provi- 
sions of  this  Act.  Special  meetings  of  the  board  may  be  called  at  any 
time  by  the  president  through  the  secretary  upon  five  days'  notice  in 
writing. 

Section  1477.    Power  to  Make  and  Enforce  Rules  and  Regulations. 

— The  State  Board  of  Health  shall  have  power  to  promulgate  and  en- 
force such  rules  and  regulations  for  the  better  preservation  of  the 
public  health  in  contagious  and  epidemic  diseases  as  it  shall  deem 
necessary,  and  also  regarding  the  cajses  and  prevention  of  diseases, 
and  their  development  and  spread;  and  if  any  person  or  corporation 
refuses,  after  notice  in  writing  from  the  secretary  of  the  State  Board 
of  Health,  or  from  any  local  or  county  board  of  health,  of  such  rules 
and  regulations  to  comply  therewith,  within  a  reasonable  time,  he  shall 
be  guilty  of  a  misdemeanor  and,  upon  conviction  thereof,  shall  be  fined 
in  a  sum  not  less  than  ten  nor  more  than  one  hundred  dollars  with 
costs  of  prosecution;  and  it  shall  be  the  duty  of  the  secretary  of  the 
State  Board  of  Health  to  prepare  and  distribute  to  local  boards  of 
health,  physicians  and  other  persons  requesting  them,  such  printed 
circulars  as  the  board  may  direct,  and  such  rules  and  regulations  as 
the  board  may  promulgate  as  aforesaid. 
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♦Section  1479.  Duties  and  Compensation  of  Secretary. — The  secre- 
tary shall  hold  office  for  four  years,  but  he  may  be  removed  for  cause 
at  any  duly  organized  meeting  of  the  board  upon  a  majority  vote  of 
the  members  present;  he  shall  perform  all  the  duties  required  by  law 
or  by  the  rules  and  regulations  of  the  board;  he  shall  keep  a  record 
of  the  transactions  of  the  board,  and  shall  have  custody  of  the  books, 
records,  documents  and  other  property  belonging  to  the  board;  he  shall, 
as  far  as  practical,  communicate  with  other  state  boards  of  health  and 
with  local  and  county  boards  of  health  within  the  state;  he  shall  keep 
on  file  all  reports  received  from  such  local  and  county  boards  of 
'health  and  all  correspondence  of  the  office  appertaining  to  the  business 
of  the  board.  He  shall  prepare  blank  forms  of  return  and  such  in- 
structions as  shall  be  necessary,  and  forward  them  to  the  local  and 
county  boards  of  health  throughout  the  state;  he  shall  supervise  the 
work  of  all  local  and  county  health  officers,  and  when  any  local  or 
county  health  officer  shall  fail  to  properly  perform  the  duties  required 
of  him,  the  secretary  of  the  State  Board  of  Health  shall  notify  such 
local  or  county  board  of  health,  and  he  may  file  complaint  against  such 
delinquent  health  officer  with  a  justice  of  the  peace,  as  the  exigencies 
of  the  case  may  demand;  he  shall  inspect  the  records  of  each  local  and 
county  health  officer  at  least  once  in  each  year;  he  shall,  whenever 
requested  by  any  local  or  county  health  officer,  or  when  he  may  deem 
it  necessary,  visit  any  district  to  investigate  the  cause  of  any  existing 
disease  or  sanitary  condition;  he  shall,  through  an  annual  report,  and 
otherwise,  as  the  board  may  direct,  disseminate  such  information  as  he 
may  collect  and  general  instructions  regarding  sanitary  measures  and 
means  of  preventing  the  spread  of  communicable  diseases;  he  shall 
receive  from  the  State  of  Montana,  in  monthly  payments,  an  annual 
salary  of  Five  Thousand  Dollars  ($5,000.00),  to  be  paid  out  of  the  gen- 
eral fund  of  the  state. 

Section  1480.  Compensation  of  Members  of  Board. — Each  member 
of  the  State  Board  of  Health,  except  the  secretary  and  ex-officio  mem- 
bers, shall  receive  the  sum  of  Five  Dollars  per  day  for  each  day's  at- 
tendance at  the  meetings  of  the  board,  and  his  necessary  traveling  ex- 
penses. The  claims  of  the  members  for  such  per  diem  and  traveling 
expenses  shall  be  presented  to  and  audited  and  allowed  by  the  State 
Board  of  Examiners,  in  the  manner  now  provided  by  law  for  the  al- 
lowance of  similar  claims  of  other  state  officers,  provided  such  ex- 
penses in  the  aggregate  shall  not  exceed  the  annual  sum  of  Two  Thou- 
sand Dollars   ($2,000.00). 

Section  1481.     Corporations  to  Furnish  Information  When  Requested 

by  Board. — In  order  to  afford  better  advantage  for  obtaining  knowledge 
to  be  incorporated  with  that  collected  through  special  investigations 
and  other  sources,  all  officers  of  the  state,  the  physician  of  all  incor- 
porated companies,  and  the  president  or  agent  of  any  company  char- 
tered, organized  or  transacting  business  under  the  laws  of  this  state, 
as  far  as  it  is  practical,  shall  furnish  to  the  State  Board  of  Health 
any  information  bearing  upon  public  health  which  may  be  requested 
by  said  board,  for  the  purpose  of  enabling  it  better  to  perform  its  du- 
ties of  collecting  and  distributing  useful  information  on  this  subject. 

♦Section  1482.  Inspection  and  Regulation  of  Schoolhouses,  Churches 
and  Places  of  Public  Resort. — The  State  Board  of  Health  shall  prepare 
and  issue  to  the  local  and  county  boards  of  health  regulations  for  the 


*This  section  given  as  amended  by  Section  III,   Chapter  157,   Session  Laws 
of  1919. 

*See    Chapter    XVI,    Sections    1600-1607,    Laws    of    1913,    and    Chapter    196, 
Amended   Section  1600,   Laws  of  1919. 
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lighting,  boating  and  ventilating  of  schoolhouses,  and  shall  cause  sani 
tary  inspection  to  be  made  of  schoolhouses,  churches  and  all  places  ol 
public  resort,  in  towns  or  cities  of  one  thousand  or  more  inhabitants, 
and  make  such  regulations  concerning  the  same  as  it  may  deem  neces- 
sary for  the  safety  of  the  persons  who  may  attend  school  or  services 
therein  or  resort  thereto. 

And  all  schoolhouses,  churches  or  public  buildings  hereafter  erected 
in  such  towns  or  cities  shall  conform  to  the  regulations  of  the  State 
Board  of  Health  in  respect  to  all  sanitary  conditions;  and  all  persons, 
corporations  or  committees  intending  to  erect  any  public  building  here- 
inbefore named,  in  towns,  or  cities,  of  one  thousand  or  more  inhabi- 
tants, shall  submit  plans  thereof,  so  far  as  to  show  the  method  of. 
heating,  ventilating,  plumbing  and  sanitary  arrangements,  to  the  secre- 
tary of  the  State  Board  of  Health  and  secure  his  approval  thereof,  or 
the  approval  of  the  State  Board  of  Health  on  appeal  from  the  decision 
of  its  secretary,  before  erecting  said  building,  and  shall  conform  strictly 
to  all  the  requirements  of  the  said  board  in  the  respects  aforesaid, 
and  any  person,  corporation  or  committee  that  shall  erect  any  such 
building  without  such  approval  and  without  complying  with  such  re- 
quirements, shall  be  guilty  of  a  misdemeanor;  and  shall  also  make 
such  building  conform  to  the  requirements  of  said  board,  before  the 
same  shall  be  used  for  any  of  the  purposes  above  mentioned;  and  any 
such  use  of  said  building  until  such  requirements  have  been  complied 
with  shall  be  a  misdemeanor. 

Section  1483.  Public  Buildings  Found  in  Insanitary  Condition  May 
Be  Declared  a  Public  Nuisance. — When  any  schoolhouse,  church,  the- 
ater or  other  public  building  in  the  state  shall,  on  inspection  by  a  local, 
county  or  state  health  officer,  be  found  to  be  in  such  insanitary  condi- 
tion as  to  endanger  the  health  of  those  who  may  frequent  the  same, 
such  health  officer  shall  give  to  the  owner,  or  those  in  charge  of  such 
building,  notice  to  place  the  same  in  proper  sanitary  condition  in  such 
manner  as  he  shall  direct  and  within  a  reasonable  time,  and  should 
the  owner,  agent  or  other  person  in  charge  of  such  building  fail,  neg- 
lect or  refuse  to  place  the  said  building  in  proper  sanitary  condition, 
in  such  manner  as  shall  be  directed  and  within  the  time  specified  in 
said  notice,  then  such  building  shall  be  deemed  a  public  nuisance  and 
the  local  or  county  health  officer  or  the  secretary  of  the  State  Board 
of  Health  shall  institute  action  against  the  same,  in  the  manner  now 
provided  by  law.  for  the  abating  of  a  public  nuisance. 

Section  1484.  Local  Boards  of  Health. — Each  incorporated  city  or 
town  in  the  state  shall  have  a  local  board  of  health,  the  same  being 
designated  in  this  act  as  the  "Local  Board";  said  local  board  shall 
consist  of  three  members  to  be  appointed  by  the  municipal  authorities 
of  the  town  or  city,  and  removable  at  their  pleasure,  one  of  whom  shall 
be  a  physician,  legally  qualified  to  practice  medicine  and  surgery  in 
the  state;  the  board  shall  elect  one  of  its  members  as  secretary-  pro- 
vided, that  any  incorporated  town  of  less  than  five  thousand  inhabi- 
tants, may,  by  written  notice  to  the  State  Board  of  Health,  and  to  the 
county  board  of  health  of  the  county  in  which  said  town  is  located, 
place  itself  under  the  care  of  the  county  board  of  health,  in  which  case 
the  county  health  officer,  as  hereinafter  provided  for,  shall  have  the 
same  authority  within  the  incorporate  limits  of  such  town  as  he  has 
in  the  county  outside  of  corporate  limits;  provided  that  such  incor- 
porated town  shall  pay  all  expenses  incurred  in  enforcing  sanitary 
measures  and  quarantines  within  its  corporate  limits.  If  the  munici- 
pal authorities  of  any  incorporate  city  or  town  shall  fail  to  appoint 
a  board  of  health  as  required  above,  within  thirty  days  after  having  . 
been  notified  of  such  requirement  by  the  secretary  of  the  State  Board  * 
of  Health,  then  the  State  Board  of  Health  may  appoint  a  health  offi- 
cer for  such  town  or  city,  and  the  health  officer  thus  appointed  by  the 
State  Board  of  Health  shall  have  all  the  powers,  receive  all  the  emolu- 
ments and  perform  all  the  duties  required  of  a  local  health  officer  ap- 
pointed by  the  municipal  authorities. 
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Section  1485.  Salaries  of  Local  Health  Officers. — The  salary  of 
each  local  health  officer  shall  be  determined  by  the  municipal  authori- 
ties of  the  respective  city  or  town  provided  that  such  salaries  shall  not 
exceed  in  counties  of  the  first,  second  and  third  classes,  Two  Thousand 
($2,000.00)  Dollars  per  annum,  and  in  counties  of  the  fourth  and  fifth 
classes,  Twelve  Hundred  ($1200-00)  Dollars  per  annum,  and  in  counties 
of  the  sixth,  seventh  and  eighth,  not  to  exceed  Six  Hundred  ($600.00) 
Dollars  per  annum,  and  provided  further,  that  in  all  cases  the  State 
Board  of  Health  shall  have  supervisory  control  over  the  action  of  all 
local,  county,  city  or  district  health  officers,  who  shall  in  all  respects, 
be  subject  to  the  direction  of  the  state  board. 

Section  1486.  Meetings  of  Local  Board  of  Health. — Each  local  board 
of  health  shall  hold  regular  quarterly  meetings,  and  such  other  meet- 
ings as  may  be  deemed  expedient. 

The  secretary  shall  keep  accurate  records,  in  a  book  provided 
therefor,  of  the  proceedings  of  such  meetings. 

He  shall  keep  accurate  records  of  all  communicable  diseases  re- 
ported to  him,  and  for  this  purpose  each  local  board  of  health  shall 
provide,  «at  the  expense  of  the  city  or  town,  a  book  printed  in  proper 
blank  form  for  the  notation  of  such  facts  and  data  as  may  be  pre- 
scribed by  the  regulations  of  the  State  Board  of  Health. 

These  records  shall  be  the  property  of  the  city  or  town  and  must 
be  turned  over  by  the  secretary  to  his  successor  in  office. 

Section'  1487.  Duties  of  Local  Health  Officer.— The  local  health 
officer  shall  make  sanitary  inspection  whenever  and  wherever  he  has 
reason  to  suspect  that  anything  exists  that  may  be  detrimental  to  the 
public  health;  he  shall,  as  secretary  of  the  local  board  of  health,  by  a 
written  instrument  under  his  hand,  order  the  destruction,  prevention, 
and  removal,  within  a  specified  time,  of  all  nuisances,  sources  of  filth 
or  causes  of  sickness  as  directed  by  the  local  board  of  health,  or  order 
all  public  buildings,  such  as  schoolhouses,  churches,  theaters,  or  other 
places  where  people  congregate  in  considerable  numbers  to  be  closed 
in  time  of  epidemic  or  in  the  face  of  serious  or  unusual  sickness,  which 
in  his  judgment,  and  approval  in  writing  by  the  secretary  of  the  State 
Board  of  Health  and  safety  may  require  the  same,  and  may  forbid  and 
prevent  the  assembling  of  the  people  in  any  place  when  the  public 
health  and  safety  demands  the  same. 

Section  1488.  Penalties  for  Failure  to  Comply  With  Orders  of 
Board. — If  any  person  or  corporation  shall  neglect  or  refuse  to  comply 
with  any  written  order  of  a  local,  county  or  state  health  officer,  made 
and  promulgated  by  either  of  them  under  this  Act,  within  a  reason- 
able time,  to  be  designated  in  the  notice,  such  person  or  corporation 
shall  be  guilty  of  a  misdemeanor. 

In  case  of  such  neglect  or  refusal  to  comply  with  such  order,  the 
local,  county  or  State  Board  of  Health  may  cause  it  to  be  complied 
with  at  the  expense  of  the  town,  city  or  county,  and  such  expenses 
shall  be  recovered  from  the  person  or  corporation  whose  legal  duty  it 
was  to  comply  with  such  order,  by  a  civil  action  brought  in  the  name 
of  such  town,  city  or  county. 

Section  1489.  Powers  of  Local  Boards  of  Health. — The  local  or 
county  board  of  health  shall  have  power  to  abate  all  nuisances  affect- 
ing the  public  health,  to  destroy,  prevent  and  remove  all  sources  of 
filth  and  causes  of  sickness  or  disease;  to  guard  against  the  intro- 
duction of  communicable  diseases  by  the  exercise  of  proper  and  vigilant 
medical  inspection  and  control  of  all  persons  and  things  in  their  re- 
spective districts,  which,  for  any  reason,  are  liable  to  communicate 
contagious  diseases.  They  shall  also  have  authority  to  establish  and 
maintain,  at  the  expense  of  their  respective  city,  town,  or  county,  iso- 
lation hospitals,  where  patients  suffering  from  smallpox  or  other  very 
dangerous,  contagious  or  infectious  disease  may  be  properly  quaran- 
tined and  cared  for,  when,  in  their  judgment,  they  cannot  be  properly 
quarantined  and  cared  for  elsewhere.     Towns,  cities  and  counties  must 
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establish  and  maintain  such  isolation  hospitals  when  directed  so  to  do 
by  the  State  Board  of  Health,  and  for  this  purpose  they  may  secure 
by  purchase  or  otherwise  suitable  building  sites,  and  cities,  towns  and 
counties  may  combine  for  the  purpose  of  building,  equipping  and  main- 
taining such  hospitals. 

The  local  or  county  boards  of  health  shall  also  have  power  and 
authority  to  require  the  isolation  of  persons  or  things  infected  with 
or  exposed  to  infectious  or  contagious  diseases,  provide  suitable  places 
for  the  reception  thereof,  and,  if  necessary,  furnish  medical  treatment 
and  care  for  such  sick  persons  at  the  expense  of  the  city,  town  or 
county;  to  prohibit  and  prevent  all  intercourse  or  communication  with, 
or  use  of  infected  premises,  places  or  things,  and  require  and  provide 
means  for  the  thorough  fumigation,  purification,  disinfection,  and 
cleansing  of  the  same  before  intercourse  therewith  or  use  thereof  shall 
be  allowed. 

When  any  contagious  or  infectious  disease  exists  or  is  believed  to 
exist  on  any  premises  within  his  jurisdiction  the  local  or  county  health 
officer  shall  immediately  place  such  premises  under  quarantine,  in 
accordance  with  the  rules  and  regulations  of  the  State  Board  of  Health, 
and  shall  maintain  such  quarantine  in  accordance  with  such  rules  and 
regulations.  At  the  expiration  of  the  period  of  quarantine,  the  local  or 
county  health  officer  shall  personally  supervise  the  disinfection,  fumi- 
gation and  cleansing  of  all  persons  or  things  which  have  been  exposed 
to  the  contagion,  and  all  disinfecting,  fumigating  and  cleansing  shall 
be  done  in  accordance  with  the  rules  and  regulations  of  the  State 
Board  of  Health,  and  at  the  expense  of  the  city,  town  or  county. 

Section  1490.  Police  Officer  Must  Assist  Health  Officer  When  Re- 
quested.— Any  local,  county  or  state  health  officer  may  call  upon  all 
sheriffs,  constables,  or  other  public  officers,  to  assist  them  in  the  dis- 
charge of  their  duties,  and  if  any  such  officer  so  called  upon,  shall 
neglect  or  refuse  to  render  such  service,  he  shall  be  guilty  of  a  mis- 
demeanor, and  subject  to  removal  from  office. 

Section  1491.  Interference  With  Health  Officer;  Penalty. — Any  per- 
son who  shall  attempt  to  hinder,  or  who  shall  hinder  the  work  of  a 
local,  county  or  state  health  officer,  or  who  shall  remove,  deface  or 
obscure  any.  placard  or  notice  posted  under  the  authority  or  by  the 
direction  of  such  officer,  or  who  shall  violate  any  quarantine  regula- 
tion is  guilty  of  a  misdemeanor. 

Section  1492.  Comity  Boards  of  Health. — There  is  hereby  estab- 
lished in  each  county  a  board  of  health  which  is  designated  in  this 
Act  as  the  "County  Board  of  Health,"  which  shall  consist  of  the  Board 
of  County  Commissioners,  and  one  physician  legally  authorized  to 
practice  medicine  and  surgery  in  this  state,  who  must  be  appointed  by 
the  Board  of  County  Commissioners.  Said  physician,  when  so  appointed 
shall  be  ex-officio  secretary  of  the  county  board  of  health  and  the 
county  health  officer,  and  shall  hold  office  at  the  pleasure  of  the  board. 

The  county  health  officer  shall  have  the  same  powers  and  perform 
the  same  duties  in  the  county  of  his  appointment,  outside  of  the  limits 
of  incorporated  towns  or  cities,  as  are  hereinabove  provided  for  a  local 
health  officer  within  the  corporate  limits  of  a  town  or  city,  and  his 
salary  shall  be  fixed  by  the  Board  of  County  Commissioners,  at  an 
amount  commensurate  to  the  work  devolving  upon  him,  and  when  such 
county  health  officer,  in  the  actual  discharge  of  his  official  duties,  is 
required  to  travel  greater  than  two  miles  from  the  county  seat  of  the 
county  he  represents,  he  shall  receive  his  actual  traveling  expenses. 

Section  1493.  Appointment  of  County  Health  Officer. — Should  any 
Board  of  County  Commissioners  fail,  neglect  or  refuse  to  appoint  a 
county  health  officer,  as  herein  provided,  for  a  period  of  thirty  days 
after  having  been  notified  in  writing  by  the  secretary  of  the  State 
Board  of  Health  so  to  do,  then,  and  in  that  event,  the  State  Board  of 
Health  may   appoint   such  health   officer,   and  he   shall  have   the   same 
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powers  and  perform  the  same  duties,  and  receive  the  same  emoluments 
as  though  appointed  by  the  action  of  the  Board  of  County  Commis- 
sioners. 

Section  1494.  Duties  of  County  Boards  of  Health. — Each  county 
board  of  health  shall  hold  regular  quarterly  meetngs  immediately  after 
the  adjournment  of  each  regular  quarterly  meeting  of  the  Board  of 
County  Commissioners,  and  at  such  other  times  as  they  may  deem 
necessary,  and  may  adopt  all  needful  rules  and  regulations  for  the 
government  of  their  respective  bodies,  subject  to  the  provisions  of  this 
Act;  they  shall  establish  such  sanitary  rules  and  regulations^  for  their 
county  for  the  prevention  of  the  spread  of  disease  as  they  may  deem 
necessary,  provided  that  no  such  rule  shall  conflict  with  the  rules  and 
regulations  of  the  State  Board  of  Health,  and  any  person  who  shall  fail, 
neglect  or  refuse  to  comply  with  such  rules  and  regulations  shall  be 
guilty  of  a  misdemeanor,  and  shall,  on  conviction  be  fined  not  less  than 
Ten  Dollars  and  not  more  than  Fifty  Dollars  for  such  offense. 

Section  1495-  Duty  of  County  Health.  Officer. — It  shall  be  the  duty 
of  each  local  and  county  health  officer,  immediately  upon  appointment 
to  transmit  to  the  secretary  of  the  State  Board  of  Health  -his  name, 
date  of  appointment,  postoffice  address  together  with  the  names  and 
postoffice  addresses  of  the  members  of  the  board  of  health  of  which 
he  is  secretary.  He  shall  on  or  before  the  fifth  day  of  each  month 
transmit  to  the  secretary  of  the  State  Board  of  Health,  on  blanks  pro- 
vided therefor,  a  complete  report  of  all  communicable  diseases  reported 
to  him  during  the  previous  month,  giving  all  the  details  regarding  each 
case  as  indicated  by  the  blank  forms  provided  by  the  State  Board  of 
Health. 

He  shall  on  or  before  the  first  day  of  December  of  each  year,  make 
a  report  to  the  local  or  county  board  of  health  of  which  he  is  secre- 
tary, setting  forth  the  general  sanitary  conditions  within  his  district 
during  the  year  ending  the  last  day  of  November,  and  such  other  in- 
formation as  the  State  Board  of  Health  may  call  for;  and  a  copy  of 
this  report  must  be  transferred  immediately  to  the  secretary  of  the 
State  Board  of  Health. 

Any  local  or  county  health  officer  who  shall  fail,  neglect  or  refuse 
to  make  either  the  above  mentioned  monthly  or  annual  reports,  within 
the  time  specified  in  this  section,  shall  forfeit  the  sum  of  Two  Dollars 
for  each  day  he  is  delinquent,  which  amount  shall  be  deducted  from 
his  salary;  and  the  secretary  of  the  State  Board  of  Health  shall  notify 
the  chairman  of  the  local  or  county  board  of  health  of  the  number  of 
days  its  secretary  is  delinquent. 

Section  1496.  Failure  of  County  Health  Officer  to  Perform  Duty; 
Penalty. — Any  local  or  county  health  officer  who  shall  fail,  neglect  or 
refuse  to  comply  with  any  of  the  requirements  of  this  Act,  or  of  the 
rules  and  regulations  of  the  State  Board  of  Health,  shall  be  subject 
to  a  fine  of  not  more  than  Two  Hundred  Dollars   ($200.00.) 

Section   1497.    Expenses   and   Salary   of  Local   Health   Officer. — All 

necessary  expenses  incurred  by  any  local  board  of  health  and  the  salary 
of  each  local  health  officer,  shall  be  paid  from  the  treasury  of  the  re- 
spective city  or  town,  on  presentation  of  an  itemized  and  verified  ac- 
count; and  all  expense  incurred  by  a  county  board  of  health  in  the 
enforcement  of  the  provisions  of  this  Act,  shall  be  paid  from  the  gen- 
eral fund  of  the  respective  counties,  on  presentation  of  an  itemized  and 
verified  account.  The  city  or  town  shall  be  liable  for  all  expenses  in- 
curred with  reference  to  residents  of  such  city  or  town,  except  paupers, 
and  the  county  shall  be  liable  for  all  expenses  incurred  with  reference 
to  persons  who  are  not  residents  of  such  city  or  town;  provided,  that 
persons  who  are  merely  sojourning  in  such  city  or  town,  or  delayed 
by  the  authorities,  or  transients  therein  or  temporarily  stopping  therein 
without  employment  shall  not  be  deemed  residents  of  such  city  or  town. 
The  county  shall  be  liable  for  all  expenses  necessarily  incurred  by  any 
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local  board  of  health  with  respect  to  any  person  not  a  resident  of  the 
city  or  town,  and  the  city  shall  be  liable  for  all  expenses  necessarily 
incutred  by  any  county  board  of  health  with  reference  to  any  person 
except  paupers  who  'is  a  resident  of  such  city  or  town.  No  county, 
city  or  town  shall  escape  any  such  liability  for  such  expenses  by  trans- 
porting any  person  infected  with,  or  known  to  have  been  exposed  to, 
any  communicable  disease  to  any  other  county,  city  or  town,  by  per- 
suading or  inducing  such  person  to  go  to  such  other  city  or  town,  or 
county.  (This  section  is  given  as  amendment  to  substitute  for  House 
Bill  No.  214,  Eleventh  Legislative  Assembly  of  Montana,  approved  March 
8,  1909.) 

Section  1498.  Contagious  Disease;  Restriction  of  Travelers. — The 
State  Board  of  Health  shall  have  the  power,  and  it  shall  be  their  duty 
to  issue  and  enforce  reasonable  rules  for  the  restriction  and  prohibition 
of  any  person  or  persons  suffering  from  a  communicable,  infectious  or 
contagious  disease  traveling  on  public  conveyances,  and  shall  issue 
reasonable  rules  and  regulations  for  the  disinfection  of  passenger  cars 
.or  any  other  public  conveyance  in  which  any  person  or  persons,  suf- 
fering from  contagious,  infectious  or  communicable  disease,  have  been 
traveling. . 

*  Section  1499.  Rules  and  Regulations  for  Transportation  of  Dead 
Bodies. — The  State  Board  of  Health  shall  make  all  needful  rules  and 
regulations  for  the  transportation  of  dead  bodies,  and  such  rules  and 
regulations  shall,  so  far  as  shall  be  deemed  practical,  be  in  conformity 
with  similar  rules  and  regulations  now  in  force  in  other  North  Ameri- 
can states  and  provinces,  and  to  this  end  they  may  establish  a  system 
of  licensing  enbalmers  and  undertakers. 

tSection  1500.    Definition  of  the  Term  "Communicable  Disease." — 

The  term  "communicable  disease"  as  used  in  this  Act,  shall  be  under- 
stood to  include  the  following  diseases:  Smallpox,  diphtheria,  mem- 
braneous croup,  so-called,  scarlet  fever,  "spotted"  or  "tick"  fever, 
typhus  fever,  enteric  or  typhoid  fever,  cerebro  spinal  meningitis, 
measles,  whooping  cough,  anterior  poliomyelitis  or  infantile  paralysis, 
and  tuberculosis  and  other  diseases  as  the  State  Board  of  Health  may 
hereafter  designate. 

Section  1501.  Duty  of  Householder  to  Notify  Board  of  Health  of 
Presence  of  Communicable  Disease. — Whenever  any  householder  knows 
or  has  reason  to  believe  that  any  person  within  his  family  or  house- 
hold has  any  communicable  disease,  he  shall  immediately  give  notice 
thereof  to  the  .health  officer  of  the  town  or  city  in  which  he  resides, 
if  within  the  corporate  limits  of  a  town  or  city,  or  to  the  county  health 
officer  if  without  the  corporate  limits  of  a  town  or  city;  and  such, 
notice  shall  be  given  at  the  office  of  a  local  or  county  health  officer 
within  the  shortest  possible  time  and  by  the  most  direct  means  of 
communication. 

Section  1502.  Duty  of  Physicians.-^Whenever  any  physician  knows 
that  any  person  whom  he  is  called  upon  to  visit  is  infected  with  any 
communicable  disease,  such  physician  shall  immediately  give  notice  of 
such  disease  to  the  local  health  officer,  if  within  the  corporate  limits 
of  a  town  or  city,  or  to  the  county  health  officer  if  without  the  cor- 
porate limits  of  a  town  or  city. 

Section  1503.  Duty  of  Health  Officer  to  File  Complaint  of  Viola- 
tion of  Act. — It  shall  be  the  duty  of  each  local  or  county  health  officer 
in  the  state,  who  shall  have  knowledge  of  any  violation  of  this  Act 
occurring  within  his  district  to  forthwith  file  a  complaint  with  a  jus- 
tice or  magistrate  having  jurisdiction. 


♦The  secretary  of  the  State  Board  of  Health  is  also  secretary  of  the  State 
"Board  of  Embalmers,  the  other  two  members  of  which  are  appointed  by  the 
State  Board  of  Health.  The  rules  and  regulations  of  this  board  for  the  prep- 
aration  and   transportation   of   dead    bodies   are    issued   in    a    separate    bulletin. 

tOther  communicable  diseases  designated  as  reportable  will  be  found  in 
Part  I  of  the  Rules  and  Regulations  of  the   State  Board   of  Health. 
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Section  1504.  Compulsory  Vaccination  of  School  Children. — When- 
ever smallpox  exists  or  is  threatened  in  any  part  of  the  state  the  State 
Board  of  Health  shall  have  authority  to  require  all  persons  frequent- 
ing any  schoolhouse  within  the  infected  or  threatened  district  to  be 
vaccinated  or  to  present  evidence  of  a  successful  vaccination  with 
cow-pox,  and  no  person  shall  be  permitted  to  enter  any  schoolhouse 
within  the  district  included  in  the  order  of  the  State  Board  of  Health 
unless  such  requirements  are  complied  with. 

Section  1505.  Quarantine  Measures. — The  State  Board  of  Health, 
in  case  of  danger  of  infection  from  smallpox,  or  any  other  infectious 
or  contagious  disease,  dangerous  to  the  public  health,  may  institute 
and  enforce  quarantine  measures  against  any  state  as  it  may  deem 
necessary,  and  they  shall  enforce  such  quarantine  measures  against 
any  city  or  county  as  they  may  deem  necessary  in  order  to  prevent  the 
spread  of  dangerous  infectious  or  contagious  diseases,  and  if  any  per- 
son or  corporation  refuses  or  neglects  to  comply  with  such  quarantine 
regulations,  he  shall,  upon  conviction,  pay  to  the  treasurer  of  the  state 
a  fine  of  not  less  than  Ten  Dollars  nor  more  than  One  Hundred  Dollars. 

Section  1506.  Diseased  Prisoners. — Whenever  any  person  in  any 
jail  shall  be  attacked  with  any  disease  which,  in  the  opinion  of  the  local 
or  county  health  officer,  shall  be  considered  dangerous  to  the  health 
of  the  other  prisoners,  the  health  officer  may,  by  his  order  in  writing, 
direct  the  removal  of  such  person  to  some  hospital  or  other  place  of 
safety,  there  to  be  provided  for  and  securely  kept  so  as  to  prevent  his 
escape  until  his  further  orders,  and  if  such  prisoner  shall  recover  from 
such  disease  he  shall  be  returned  to  such  jail. 

Section  1507.  Same. — If  any  person  removed  from  any  jail  by  any 
health  officer  shall  have  been  committed  by  order  of  any  court  or 
under  any  judicial  process,  the  order  for  his  removal,  or  a  copy  thereof, 
attested  by  the  health  officer  issuing  such  order,  shall  be  returned  by 
him  with  the  proceedings  endorsed  thereon,  to  the  office  of  the  clerk  of 
the  district  court  of  the  county,  and  no  prisoner  removed  as  aforesaid 
shall  be  considered  as  thereby  having  committed  an  escape. 

Section  1508.  Penalties  for  Putting"  Dead  Animals  Into  Streets, 
Highways,  Etcetera. — If  any  person  or  persons  shall  put  any  dead  ani- 
mal, or  part  of  the  carcass  of  any  dead  animal  into  any  lake,  river, 
creek,  pfond,  reservoir,  road,  street,  alley,  lot,  field  or  meadow  or  com- 
mon, or  in  any  place  within  one  mile  of  the  residence  of  any  person 
or  persons,  except  the  same  and  every  part  thereof  be  burned,  or  buried 
at  least  two  feet  under  ground,  or  who,  being  the  owner,  shair  know- 
ingly permit  the  same  to  remain  in  any  of  the  aforesaid  places  to  the 
injury  of  the  health,  or  to  the  annoyance  of  the  citizens  of  this  state, 
or  any  of  them,  every  person  so  offending  shall  be  guilty  of  a  misde- 
meanor, and  every  twenty-four  hours  that  said  person  shall  permit  the 
same  to  remain  shall  be  deemed  an  additional  offense  under  the  pro- 
visions of  this  Act. 

Section  1509.  Sewage  System  Must  Be  Approved  by  State  Board  of 
Health. — Whenever  any  city,  town  or  corporation,  or  person  shall  here- 
after contemplate  the  construction  of  any  sewer  system  that  will  empty 
into  any  stream  or  source  of  water  supply  in  this  state,  they  shall  sub- 
mit a  plan  of  such  proposed  system  to  the  State  Board  of  Health  and 
said  board  shall  cause  a  thorough  investigation  to  be  made  and  if  after 
such  an  investigation  they  shall  determine  that  such  sewerage  will  so 
pollute  the  waters  of  any  stream  or  source  of  water  supply  as  to  en- 
danger the  health  or  lives  fo  the  citizens  of  this  state,  or  any  of  them, 
they  shall  submit  to  the  judge  of  the  district  court  of  the  district  in 
which  such  proposed  sewerage  system  is  located,  the  evidence  on  which 
their  findings  are  based  and  if  said  judge  upon  that  evidence,  and  such 
other  evidence  as  the  judge  may  receive  on  a  hearing  at  which  all 
parties  in  interest  may  b^  heard  and  present  evidence  if  they  desire, 
shall  find  that  the  action  of  the  State  Board  of  Health  is  just  and  un- 
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biased,   he    shall    issue    an    order    preventing   the   construction    of    such 
sewage    system    except    under   such    conditions    as    the    State    Board    of" 
Health  may  designate. 

A  city  or  town  may  appeal  to  the  district  court  of  the  county  in 
which  such  city  or  town  may  be  located  from  any  order  of  the  State 
Board  of  Health  affecting  such  city  or  town  at  any  time  within  thirty 
days  after  the  service  on  the  city  or  town  council  of  such  order.  Such 
appeal  may  be  taken  by  filing  notice  thereof  in  such  court  either  be- 
fore or  after  serving  a  copy  of  such  notice  on  any  member  of  the 
State  Board  of  Health.  The  court  may  order  pleadings  to  be  filed  to 
present  the  issues  and  such  case  shall  be  tried  de  novo  the  same  as 
appeal  from  a  justice  court-      (As   amended  1911.) 

Section  1510.  Secretary  Authorized  to  Act  for  State  Board  in  Emer- 
gency Cases. — In  case  of  imminent  danger  from  infectious  or  contagious 
disease,  where  the  health  of  the  people  would  be  endangered  from  the 
delay  of  action  necessary  to  call  a  meeting  of  the  State  Board  of  Halth, 
the  secretary  of  the  State  Board  of  Health  shall  have  the  full  power 
of  the  State  Board  of  Health  to  act  in  such  matter  until  such  time  as  a 
meeting  of  the  State  Board  of  Health  may  be  duly  called. 

Section  1511.  Penalties. — Whoever  shall  knowingly  violate  any  t)f 
the  provisions  of  this  Act,  or  any  rule  or  regulation  of  any  county,  city 
or  state  board  of  health  made  in  accordance  with  the  provisions  of  this 
Act,  the  penalty  for  which  is  not  herein  specifically  provided,  shall  be 
guilty  of  a  misdemeanor. 


VITAL  STATISTICS  REGISTRATION  ACT. 

PART  III,  TITLE  VII,  CHAPTER  III,  ARTICLE  II,   REVISED   CODES 

OF  MONTANA,  1907. 

Section  1764.  Creation  of  Board. — That  for  the  complete  and  proper 
registration  bf  births  and  deaths  for  legal,  sanitary  and  statistical  pur- 
poses, there  shall  be,  and  hereby  is,  established  and  created  a  State 
Bureau  of  Vital  Statistics  to  be  under  the  immediate  superintendence 
of  the  secretary  of  the  State  Board  of  Health  of  Montana  who  shall  be 
the  state  registrar. 

Section   1765.     State   Registrar   to   Make   Rules   and   Regulations. — 

The  state  registrar  is  hereby  empowered  to  make,  promulgate,  and  en- 
force such  rules  and  regulations  as  he  may  consider  necessary,  with 
the  approval  of  the  majority  of  the  members  of  the  State  Board  of 
Health,  to  carry  out  the  provisions  of  this  Act- 

Section  1766.  Local  Registrars. — The  health  officer  of  each  city  or 
town  shall  be  the  local  registrar  in  and  for  the  city  or  town  of  which 
he  is  health  officer,  and  he  shall  perform  all  the  duties  of  local  reg- 
istrar as  hereinafter  provided.  And  when  it  may  appear  necessary  for 
the  convenience  of  the  people  of  any  locality,  the  state  registrar  is 
hereby  authorized,  with  the  approval  of  the  State  Board  of  Health,  to 
appoint  one  or  more  suitable  and  proper  persons  to  act  as  sub-regis- 
trars, who  shall  be  authorized  to  receive  certificates  and  to  issue  burial 
and  removal  permits  in  and  for  such  portions  of  the  county  or  district 
as  may  be  designated  in  their  appointments  and  they  shall  be  subject 
to  the  same  requirements  and  obligations  as  the  local  registrars  and 
shall  make  returns  directly  to  the  state  registrar,  as  hereinafter  pro- 
vided. 

And  any  justice  of  the  peace  of  any  township  is  hereby  required 
to  act  as  local  registrar  of  births  and  deaths  for  the  district  in  which 
he  resides  when  called  upon  to  do  so  by  the  state  registrar  of  births 
and  deaths.     (As  amended  1911.) 

Section  1767.  Registration  of  Births. — That  all  births  shall  be  reg- 
istered in  the  district  in  which  thev  occur  a^  hereinafter  provided. 
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Section  1768.  Registration  of  Deaths — Burial  Permits. — That  the 
body  of  any  person  whose  death  occurs  in  the  state  shall  not  be  in- 
terred, or  otherwise  disposed  of,  or  removed  from  or  into  any  regis- 
tration district,  until  a  permit  for  burial  or  removal  shall  have  been 
properly  issued  by  the  registrar  of  the  district  in  which  the  death  oc- 
curs. And  no  such  burial  or  removal  permit  shall  be  issued  by  any 
registrar  until  a  complete  and  satisfactory  certificate  of  death  has  been 
filed  with  him,  as  hereinafter  provided.  Stillborn  children,  or  those 
dead  at  birth,  shall  be  registered  as  births  and  also  as  deaths,  and  a 
certificate  of  both  the  birth  and  death  shall  be  filed  in  the  usual  man- 
ner. 

Section  1769.  Forms  of  Registry  Certificates. — That  the  forms  of 
certificates  used  in  registering  births  and  deaths  under  this  Act  shall 
be  the  standard  form  recommended  by  the  Bureau  of  the  Census  and 
the  American  Public  Health  Association. 

Section  1770.  Certificate  of  Death — Burial  Permit. — That  the  under- 
taker or  person  acting  as  undertaker,  shall  be  responsible  for  obtain- 
ing and  filing  the  certificate  of  death  with  the  registrar  and  securing 
a  burial  or  removal  permit  prior  to  any  disposition  of  the  body.  He 
shall  obtain  the  personal  and  statistical  particulars  required,  from. the 
person  best  qualified  to  supply  them,  and  present  the  certificate  to  the 
attending  physician  for  the  medical  certificate  of  the  cause  of  death, 
and  said  attending  physician  shall,  upon  such  certificate  coming  to  his 
notice,  forthwith,  and  without  delay,  make  his  certificate  of  the  cause 
of  death,  and  said  undertaker  shall  then  present  the  completed  certifi- 
cate to  the  registrar  to  secure  the.  burial  or  removal  permit.  The 
undertaker  shall  deliver  duplicate  burial  permit  to  the  sexton  or  person 
in  charge  of  the  place  of  burial,  before  interring  the  body.  The  medi- 
cal certificate  shall  be  made  and  signed  by  the  attending  physician,  if 
any,  last  in  attendance  on  the  deceased,  who  shall  specify  the  time  in 
attendance,  the  time  he  last  saw  the  deceased  alive,  and  the  hour  of 
the  day  at  which  the  death  occurred.  And  the  cause  of  death,  and  all 
other  facts  required,  shall  in  all  cases  be  stated  in  accordance  with  the 
rules  and  regulations  of  the  state  registrar,  and  if  any  undertaker, 
attending  physician  or  registrar  shall  fail  to  perform  any  of  the  acts 
hereinabove  prescribed,  he  shall  be  guilty  of  a  misdemeanor.  (This 
section  is  given  as  amended  by  House  Bill  No.  198,  Eleventh  Legisla- 
tive Assembly  of  Montana,  approved  March  3,  1909.) 

Section  1771.  Same. — In  case,,  of  any  death  occurring  without  med- 
ical attendance,  it  shall  be  the  duty  of  the  undertaker  to  notify  the 
registrar  of  such  death,  and,  when  so  notified,  the  registrar  shall  in- 
form the  local  health  officer  or  coroner  and  refer  the  case  to  him  for 
immediate  investigation  and  certification  prior  to  issuing  a  burial 
permit. 

Section  1772.  Certificate  of  Birth.— The  certificate  of  birth  shall 
be  made  and  filed  by  the  attending  physician  or  midwife  within  ten 
days  after  the  date  of  birth.  And  if  there  is  no  attending  physician  or 
midwife,  then  it  shall  be  the  duty  of  the  father  of  the  child,  house- 
holder or  owner  of  the  premises,  or  the  head  of  the  hospital  or  insti- 
tution in  which  the  birth  occurred,  to  make  and  file  the  certificate 
within  ten  days  after  birth. 

Section  1773.    Duty  of  Sexton  or  Person  in  Charge  of  Cemetery. — 

No  sexton  or  person  in  charge  of  any  premises  in  which  interments 
are  made  shall  inter  or  permit  the  interment  of  any  body  unless  it  is 
accompanied  by  a  burial  permit  as  herein  provided.  And  he  shall  in- 
dorse upon  the  permit  the  date  of  interment,  over  his  signature,  and 
return  all  permits  so  indorsed  to  the  local  registrar  of  his  district 
within  ten  days  from  the  date  of  interment.  He  shall  also  keep  a  rec- 
ord of  all  interments  made  in  the  premises  under  his  charge,  stating 
the  name  of  the  deceased  person,  place  of  death,  date  of  burial,  and 
name  and  address  of  the  undertaker,  which  record  shall  at  all  times 
be  open  to  public  inspection. 
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Section  1774.  Duties  of  State  Registrar*— The  state  registrar  shall 
prepare,  print  and  supply  to  all  registrars  all  blanks  and  forms  used 
in  registration,  recording  and  preserving  the  returns  or  in  otherwise 
carrying  out  the  purposes  of  this  Act,  and  shall  prepare  and  issue  such 
rules  and  regulations  as  may  be  required  to  secure  the  uniform  ob- 
servance of  its  provisions  and  the  maintenance  of  a  perfect  system  of 
registration.  He  shall  arrange,  bind  and  permanently  preserve  the  cer- 
tificates in  a  systematic  manner,  and  shall  prepare  and  maintain  a  com- 
prehensive and  continuous  card  index  of  all  births  and  deaths  regis- 
tered. He  shall  inform  all  registrars  what  diseases  are  to  be  consid- 
ered as  infectious,  contagious  or  communicable,  and  dangerous  to  the 
public  health,  as  decided  by  the  State  Board  of  Health,  in  order  that 
when  deaths  occur  from  such  diseases  proper  precautions  may  be  taken 
to  prevent  the  spreading  of  dangerous  disease.  And  he  shall  annually 
certify  to  the  treasurer  of  the  several  counties  the  number  of  births 
and  deaths  registered,  and  the  names  of  the  local  registrars,  with  the 
amount  due  each  at  the  rate  fixed  herein. 

Section  1775.  Duties  of  Local  Begistrars. — That  it  shall  be  the 
duty  of  the  local  registrar  or  sub-registrar  to  supply  blank  forms  of 
certificate  to  such  persons  as  require  them.  And  he  shall  carefully 
examine  each  certificate  of  birth  or  death  when  presented  for  record 
to  see  that  it  has  been  made  out  in  accordance  with  the  provisions  of 
this  Act  and  the  instructions  of  the  state  registrar,  and  if  any  certifi- 
cate of  death  is  incomplete  or  unsatisfactory  it  shall  be  his  duty  to 
call  attention  to  the  defects  in  the  return  and  withhold  issuing  the 
burial  permit  until  they  are  corrected.  If  the  certificate  of  death  is 
properly  executed  and  complete,  he  shall  then  issue  a  burial  or  removal 
permit  to  the  undertaker;  provided,  that  in  case  the  death  occurred 
from  some  disease  that  is  held  by  the  State  Board  of  Health  to  be  in- 
fectious, contagious  or  communicable  and  dangerous  to  the  public 
health,  no  permit  for  the  removal  or  other  disposition  of  the  body  shall 
be  granted  by  the  registrar  except  under  the  conditions  prescribed  by 
the  state  and  local  boards  of  health.  If  a  certificate  of  birth  is  incom- 
plete he  shall  immediately  notify  the  informant  and  require  him  to 
supply  the  missing  items  if  they  can  be  obtained.  He  shall  then  num- 
ber consecutively  the  certificates  of  births  and  deaths  in  two  separate 
series,  beginning  with  "number  one"  for  the  first  birth  and  the  first 
death  in  the  calendar  year,  and  sign  his  name  as  registrar  in  attest. 
of  the  date  of  filing  in  his  office.  He  shall  also  make  a  complete  and 
accurate  copy  of  each  birth  and  death  certificate  registered  by  him, 
upon  a  form  identical  with  the  original  certificate,  to  be  filed  and 
properly  preserved  in  his  office  as  the  local  record  of  such  birth  and 
death,  in  such  manner  as  directed  by  the  state  registrar,  and  he  shall, 
on  the  fifth  day  of  each  month,  transmit  to  the  state  registrar,  all  the 
original  certificates  registered  by  him  during  the  preceding  month. 
And  if  no  births  or  no  deaths  occur  in  any  month,  he  shall,  on  the 
fifth  day  of  the  following  month,  report  that  fact  to  the  state  registrar 
in  such  manner  as  the  state  registrar  shall  direct. 

Section  1776.  Fees  for  Filing1  Certificate  of  Birth. — Each  physician, 
midwife,  father  of  child,  householder  or  owner  of  premises,  manager 
or  superintendent  of  public  or  private  institution,  or  other  person  act- 
ing as  informant  and  filing  with  the  local  registrar  within  ten  days 
after  the  birth  of  a  child  a  proper  certificate  correctly  and  legibly  made 
out  and  containing  all  the  items  required  by  the  provisions  of  this  Act 
and  the  rules  and  regulations  of  the  state  registrar  shall  be  entitled  to 
receive  the  sum  of  Fifteen  (15)  Cents,  to  be  paid  by  the  treasurer  of 
the  county  upon  certification  by  the  state  registrar.  Only  one  certifi- 
cate shall  be  received  of  the- birth  of  the  same  child,  and  the  order  of 
right  to  file  the  certificate  shall  be  the  same  as  the  order  of  respon- 
sibility for  filing  as  herein  given.  Certificates  in  which  certain  items 
are  missing  shall  not  be  regarded  as  complete  and  shall  not  be  entitled 
to  payment  until  the  missing  items  have  been  supplied.     And  the  state 
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registrar  shall  annually  certify  to  the  treasurers  of  the  several  counties 
the  number  of  births  registered,  with  the  name  of  the  person  register- 
ing them  and  the  amounts  due  each  at  the  rate  fixed  herein. 

Section  1777.    Registration  of  Physicians,  Midwiyes  and  Undertakers 

— That  every  physician,  midwife,  and  undertaker  shall  without  delay 
register  his  or  her  name,  address  and  occupation  with  the  local  regis- 
trar of  the  district  in  which  he  or  she  resides,  or  many  hereafter  ac- 
quire residence,  and  shall  thereupon  be  furnished  by  the  registrar  with 
a  copy  of  this  Act,  and  such  rules  and  regulations  as  may  be  pre- 
pared by  the  State  Registrar,  relative  to  its  enforcement. 

Section  1778.  Hospital  Record — All  superintendents  or  managers,  or 
other  persons  in  charge  of  hospitals  or  lying-in  institutions,  public  or 
private,  to  which  persons  resort  for  treatment  of  disease,  confinement, 
or  are  committed  by  process  of  law,  are  hereby  required  to  make  a 
record  of  all  personal  and  statistical  particulars  relative  to  the  inmates 
in  their  institutions  at  the  date  of  the  approval  of  this  Act,  that  are 
required  in  the  form  of  certificate  herein  provided^  for,  as  directed  by 
the  State  Registrar.  And  thereafter  such  records  shall  be  made  by 
them,  for  all  future  inmates,  at  the  time  of  admission. 

Section  1779.  Compensation  of  Local  Registrar — That  each  local 
registrar  or  sub-registrar  shall  be  entitled  to  be  paid  the  sum  of  twenty- 
five  (25c)  cents  for  each  birth  and  each  death  certificate  completely 
and  properly  made  out  and  filed  with  him,  to  be  paid  by  the  treasurer 
of  the  county  upon  certification  by  the  State*  Registrar.  He  shall  sup- 
ply blank  forms  of  certificate  to  such  persons  are  required  them,  and 
shall  carefully  examine  the  certificates  presented  for  record  and  re- 
quire them  to  be  properly  made  out.  And  he  shall  keep  such  records 
and  make  such  returns  to  the  state  bureau  as  may  be  required  by  the 
rules  and  regulations  of  the  State  Registrar. 

Section  1780.  Penalties — That  if  any  attending  physician  shall  re- 
fuse or  neglect  to  make  the  medical  certificate  of  death  herein  re- 
quired of  him,  he  shall  be  guilty  of  a  misdemeanor,  and,  upon  con- 
viction thereof,  shall  be  punished  by  a  fine  of  not  less  than  ten  dollars 
nor  more  than  fifty  dollars,  or  by  imprisonment  in  the  county  jail  for 
not  less  than  five  days  nor  more  .than  twenty-five  days,  or  by  both  such 
fine  and  imprisonment  in  the  discretion  of  the  court.  And  if  any  physi- 
cian shall  wilfully  and  knowingly  make  a  false  certificate  of  the  cause 
of  death  in  any  case,  he  shall  be  guilty  of  a  misdemeanor,  and,  upon 
conviction  thereof,  shall  be  punished  by  a  fine  of  not  less  than  fifty 
dollars  nor  more  than  two  hundred  dollars  or  by  imprisonment  in  the 
county  jail  for  not  less  than  twenty-five  days  nor  more  than  one  hun- 
dred days,  or  by  both  such  fine  and  imprisonment  in  the  discretion  of 
the  court. 

And  any  physician  or  midwife,  or  any  other  person  charged  with 
responsibility  for  reporting  births,  in  the  order  named  in  Section  9  of 
this  Act,  who  shall  refuse  or  neglect  to  make  out  and  file  the  certificate 
of  birth  herein  required,  shall  be  guilty  of  a  misdemeanor,  and  upon 
conviction  thereof,  shall  be  fined  not  less  than  five  dollars  nor  more 
than  fifty  dollars  for  each  offense. 

And  any  sexton,  undertaker,  or  other  person  who  shall  inter,  re- 
move or  otherwise  dispose  of  the  body  of  any  deceased  person,  without 
the  permit  herein  provided  for,  shall  be  guilty  of  a  misdemeanor,  and, 
upon  conviction  thereof  shall  be  fined  not  less  than  twenty-five  dollars 
nor  more  than  one  hundred   dollars. 

And  any  registrar  or  sub-registrar  who  shall  neglect  or  fail  to 
enforce  the  provisions  of  this  Act  in  his  district,  or  shall  refuse  or 
neglect  to  perform  any  of  the  duties  imposed  upon  him  by  this  Act  or 
the  rules  and  regulations  of  the  State  Registrar,  shall  be  guilty  of  a 
misdemeanor,  and,  upon  conviction  thereof,  shall  be  fined  not  less  than 
ten  dollars  nor  more  than  one  hundred  dollars. 
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And  any  person  or  corporation  who  shall  violate  any  of  the  pro- 
visions of  this  Act,  or  any  of  the  rules  or  regulations  formulated  there- 
under by  the  State  Registrar,  shall  be  guilty  of  a  misdemeanor,  and, 
upon  conviction  thereof,  shall  be  fined  not  less  than  ten  dollars  nor 
more  than  one  hundred-  dollars. 

Section  1781.      Registrars  Charged  With  Duty  of  Enforcing  This  Act 

— Local  registrars  and  sub-registrars  are  hereby  charged  with  the  strict 
and  thorough  enforcement  of  the  provisions  of  this  Act  in  their  dis- 
tricts, under  the  supervision  of  the  State  Registrar.  And  they  shall 
make  an  immediate  report  to  the  State  Registrar  of  any  violations  of 
this  law  coming  to  their  notice  by  observation  or  upon  complaint  of  any 
person  or  otherwise.  The  State  Registrar  is  hereby  charged  with  the 
thorough  and  efficient  execution  of  the  provisions  of  this  Act  in  every 
part  of  the  State,  and  with  supervisory  power  over  local  registrars,  to 
the  end  that  all  requirements  shall  be  uniformly  complied  with.  He 
shall  have  authority  to  investigate  cases  of  irregularity  or  violation  of 
law,  personally  or  by  accredited  representative,  and  all  registrars  shall 
aid  him  upon  request  in  such  investigations.  When  he  shall  deem  it 
necessary  he  shall  report  cases  of  violation  of  any  of  the  provisions  of 
this  Act  to  the  prosecuting  attorney  of  the  proper  county,  with  the 
statement  of  the  facts  and  circumstances,  and  when  any  such  case  is 
reported  to  them  by  the  State  Registrar  all  prosecuting  attorneys  or 
officials  acting  in  such  capacity  shall  forthwith  institute  and  promptly 
follow  up  the  necessary  court  proceedings  against  the  parties  responsi- 
ble for  the  alleged  violation  of  law.  And  upon  request  of  the  State 
Registrar  the  attorney  general  shall  likewise  assist  in  the  enforcement 
of  the  provisions  of  this  Act. 


PROTECTION   OF  PUBLIC  WATER   SUPPLY 
Part  III,  Title  VII,  Chapter  I,  Article  III,  Revised  Codes 

of  Montana,  1907. 

Section  1559.  State  Board  of  Health  to  Have  Control  of  Public 
Water  Supply — That  the  State  Board  of  Health  shall  have  the  general 
oversight  and  care  of  all  inland  waters  and  of  all  streams,  lakes  and 
ponds  used  by  any  city,  town  or  public  institution  or  by  any  water  or 
ice  company  in  this  state  as  sources  of  water  supply  for  domestic  use, 
and  of  all  springs,  streams,  and  water  courses  tributary  thereto.  It 
shall  be  provided  with  maps,  plans  and  documents  suitable  for  such 
purposes,  and  shall  keep  records  of  all  its  transactions  relative  thereto. 

Section  1560.  Examination  of  Waters — That  said  State  Board  of 
Health  may  cause  examination  of  waters  to  be  made  to  ascertain  their 
purity  and  fitness  for  domestic  use  or  their  liability  to  impair  the 
interests  of  the  public  or  persons  lawfully  using  them  or  to  imperil 
the  public  health.  It  may  make  rules  and  regulations  to  prevent  pollu- 
tion and  to  secure  the  sanitary  protection  of  all  such  waters  as  are 
used  for  domestic  purposes. 

Section  1561.  .Publication  of  Orders,  Rules  and  Regulations — That 
the  publication  of  an  order,  rule  or  regulation  made  by  the  State  Board 
of  Health  under  the  provisions  of  this  Act  in  a  newspaper  or  the  city 
or  town  in  which  such  order,  rule  or  regulation  is  to  take  effect,  or, 
if  no  newspaper  is  published  in  such  city  or  town,  the  posting  of  a 
copy  of  such  order,  rule  or  regulation  in  a  public  place  in  such  city  or 
town  shall  be  legal  notice  to  all  persons,  and  an  affidavit  of  such  pub- 
lication or  posting  by  the  person  causing  such  notice  to  be  published 
or  posted,  filed  and  recorded,  with  a  copy  of  the  notice,  in  the  office 
of  the  clerk  of  such  city  or  town  shall  be  admitted  as  evidence  of  the 
time  at  which,  and  the  place  and  manner  in  which,  the  notice  was  given. 
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Section  1562.  Employment  of  Agents  and  Servants — That  said 
State  Board  of  Health  may  appoint,  employ  and  fix  the  compensation 
of  such  agents,  clerks,  servants,  engineers  and  expert  assistants  as  it 
considers  necessary.  Such  agents  and  servants  shall  cause  the  pro- 
visions of  law  relative  to  the  pollution  of  water  and  of  the  rules  and 
regulations  of  said  Board  to  he  enforced. 

Section  1563.  Duties  of  the  Board — That  said  Board  shall  consult 
with  and  advise  the  authorities  of  cities  and  towns  and  persons  having, 
or  about  to  have  systems  of  water  supply,  drainage  and  sewerage  as 
to  the  most  appropriate  source  of  water  supply  and  the  best  method 
of  assuring  its  purity  or  as  to  the  best  method  of  disposing  of  their 
drainage  or  sewerage  with  reference  to  ttie  existing  and  future  needs 
of  other  cities,  towns  or  persons  which  may  be  affected  thereby.  It 
shall  also  consult  with  and  advise  all  corporations,  companies  or  per- 
sons engaged  or  intending  to  engage  in  any  manufacturing  or  other 
business  whose  drainage  or  sewerage  may  tend  to  pollute  any  inland 
water  as  to  the  best  method,  of  preventing  such  pollution,  and  it  may 
conduct  experiments  to  determine  the  best  methods  of  the  purification 
or  disposal  of  drainage  or  sewerage.  Cities,  towns  and  all  other  cor- 
porations, companies  or  persons  shall  submit  to  said  Board  for  its 
advice  and  approval  their  proposed  system  of  water  supply  or  of  the 
disposal  of  drainage  or  sewerage,  and  no  city,  town  or  persons  or 
company  shall  proceed  to  build  or  install  or  enlarge  or  extend  any 
system  of  water  supply,  drainage  or  sewage  disposal,  without  first 
obtaining  the  approval  of  the  State  Board  of  Health.  In  this  Section 
the  term  "drainage"  means  rainfall,  surface  and  subsoil  water  only, 
and  "sewage"  means  domestic  and  manufacturing  filth  and  waste. 

Section  1564.  Pollution  of  Water  Supply — That  no  sewerage,  drain- 
age, refuse  or  polluting  matter,  of  such  kind  and  amount  as  either,  of. 
itself  or  in  connection  with  other  matter,  will  corrupt,  pollute  or 
impair  the  quality  of  the  water  of  any  spring,  pond,  lake  or  stream 
used  as  a  source  of  water  or  ice  supply  by  a  city,  town  or  public 
institution  or  water  or  ice  company  for  domestic  use,  or  render  it  in- 
jurious to  health,  and  no  human  excrement,  shall  be  discharged  into 
any  such  stream,  spring,  lake,  pond  or  upon  their  banks  or  into  any 
feeders  of  such  spring,  lake,  pond  or  stream  unless  such  sewerage, 
drainage,  refuse  or  polluting  water  shall  have  been  purified,  so  as  to 
render  it  harmless  in  such  a  manner  and  under  such  conditions  and 
restrictions  as  the  State  Board  of  Health  may  direct. 

A  city  or  town  shall  not  be  prohibited  or  enjoined  from  discharg- 
ing its  sewerage  into  a  river  or  body  of  water  unless  such  sewerage 
so  pollutes  the  water  thereof  as  to  be  dangerous  to  public  health. 
(As  amended,  1911). 

Section  1565.  Protection  of  Watersheds — That  no  municipal  or 
other  public  or  private  corporation  and  no  company  or  person  shall 
hereafter  construct,  build,  establish  or  operate  any  railroad,  logging 
road,  logging  camp,  electric  plant  or  manufacturing  plant  of  any  kind 
upon  or  over  any  watershed  of  any  public  water  supply  system,  unless 
such  corporation,  company  or  person  shall  protect  said  water  supply 
from  pollution  by  such  sanitary  precautions  as  shall  be  approved  by 
the  State  Board  of  Health,  and  any  such  corporation,  company  or 
person  intending  to  construct,  build  or  establish  or  operate  any  rail- 
road, logging  road,  logging  camp,  electric  plant  or  manufacturing  plant 
of  any  kind  upon  the  watershed  of  any  public  water  supply  system, 
shall  furnish  the  State  Board  of  Health  with  detailed  plans  and  specifi- 
cations of  the  sanitary  precautions  to  be  taken,  which  must  be  approved 
by  said  Board. 

Section  1566.  Complaints  and  Investigations — That  upon  complaint 
to  the  State  Board  of  Health  of  the  mayor  or  health  officer  of  any  city 
or  town  or  the  managing  board  or  officer  of  any  public  institution  or 
the  president  of  an  ice  company  stating  that  manure,   excrement,  gar- 
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bage,  sewage  or  any  other  matter  which  pollutes  or  tends  to  pollute  the 
waters  of  any  lake,  pond,  spring,  stream  or  watercourse  used  by  such 
city  or  town,  public  institution  or  company  as  a  source  of  water  supply, 
the  said  Board  shall  cause  a  thorough  investigation  to  be  made  of  such 
alleged  nuisance  or  pollution,  and  if,  in  its  judgment,  the  public  health 
so  requires,  shall  by  order  served  upon  the  party  causing  or  permitting 
such  pollution,  prohibit  the  continuance  of  such  pollution  and  shall 
order  him  to  remove  any  such  cause  of  pollution. 

Section  1567.     Agents  and  Servants  of  Boards  May  Enter  Building 

— That  the  agents  and  servants  of  said  Board  may  enter  any  building, 
structure  or  premises  for  the  purpose  of  ascertaining  whether  sources 
of  pollution  or  danger  to  the  water  supply  there  exist,  and  whether 
the  rules,  regulations  and  orders  aforesaid  are  obeyed. 

Section  1568.  Appeals  to  the  District  Court  From  Orders  of  the 
State  Board  of  Health — That  whoever  is  aggrieved  by  any  order  of  the 
State  Board  of  Health  passed  under  the  provisions  of  this  Act  may 
appeal  therefrom  to  the  district  court  of  the  county  in  which  such 
order  shall  be  effective.  But  such  notice  as  the  court  shall  order 
shall  also  be  given  to  the  mayor  of  the  city  or  town  or  president  of 
the  water  company  or  any  other  person  interested  in  such  order. 
While  the  appeal  is  pending  the  orders  of  the  State  Board  of  Health 
shall  be  complied  with  unless  otherwise  authorized  by  the  State  Board 
of  Health. 

Section  1569.  Jurisdiction  of  the  District  Court — That  the  district 
court  of  any  county  of  the  State  shall  have  jurisdiction  in  equity  upon 
the  application  of  the  State  Board  of  Health  or  any  persons  interested, 
to  enforce  its  orders  or  the  orders,  rules  and  regulations  of  said  Board 
of  Health,  and  to  restrain  the  use  or  occupation  of  the  premises  or 
such  portion  thereof  as  said  Board  may  specify,  on  which  said  material 
is  deposited  or  kept,  or  such  other  cause  of  pollution  exists,  until  the 
orders,  rules   and  regulations  of  said  Board  have  been  complied  with. 

Section  1570.  Establishment  of  Experimental  Stations — That  in 
order  that  the  State  Board  of  Health  may  at  all  times  be  prepared  to 
give  the  best  advice  to  cities,  towns,  public  institutions  or  private  cor- 
porations relative  to  the  prevention  or  removal  of  pollution  of  water, 
said  Board  is  hereby  authorized  to  establish  and  maintain  an  experi- 
mental station  for  the  purpose  of  studying  the  best  methods  of  pre- 
venting pollution  of  water  and  for  the  purification  of  water  and  for  the 
purification,  disinfection  and  disposal  of  sewage  and  domestic  and 
manufacturing  waste  so  as  to  prevent  pollution  of  water,  and  said 
Board  is  authorized  to  cause  sanitary  methods  and  systems  in  use 
outside  of  the  State  of  Montana  to  be  investigated  and  studied  with 
a  view  of  ascertaining  their  fitness  for  conditions  in  this  State. 

Section  1571.  Biennial  Reports — That  the  State  Board  of  Health 
shall  biennially  make  a  report  to  the  Legislature,  through  the  Gov- 
ernor, of  its  doings  for  the  preceding  period,  recommend  measures  for 
the  prevention  of  the  pollution  of  such  waters  and  for  the  removal  of 
polluting  substances  in  order  to  protect  and  develop  the  rights  and 
property  of  the  State  and  municipalities  therein  and  to  protect  the 
public  health,  and  recommend  any  legislation  or  plans  for  systems 
of  main  sewers  necessary  for  the  preservation  of  the  public  health  and 
for  the  purification  and  prevention  of  pollution  of  the  ponds,  lakes, 
springs  and  inland  waters  of  the  State.  It  shall  also  give  notice  to 
the  Attorney  General  of  any  violation  of  law  relative  to  the  pollution 
of  water  supplies  and  inland  waters. 

Section  1572.  Penalties  for  Violation  of  This  Act — That  whoever 
violates  any  of  the  provisions  of  this  Act  or  any  rule,  regulation  or 
order  of  the  State  Board  of  Health  made  under  the  provisions  of  this 
Act,  shall  be  punished  for  each  offense  by  a  fine  of  not  more  than  one 
thousand  dollars  or  by  imprisonment  for  not  more  than  one  year  or 
by  both  such  fine  and  imprisonment. 
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EXAMINATION  OF  WATER  SUPPLIES 

CHAPTER   126,   SESSION   LAWS   OP  1917. 

Be  It  Enacted  by  the  Legislative  Assembly  of  the  State  of  Montana: 

Section  1.  That  the  State  Board  of  Health  shall  make  and  publish 
in  the  monthly  bulletin  of  that  Board,  rules  and  regulations  for  the 
collection  of  samples  and  analysis  of  water  either  natural  or  treated, 
furnished  by  municipalities,  corporations,  companies,  or  individuals  to 
the  public  and  shall  fix  the  fees  for  such  services  rendered  under,  said 
rules  and  regulations  to  cover  the  cost  of  the  service. 

Section  2.  That  the  fees  collected  by  the  State  Board  of  Health 
under  this  Act  shall  be  turned  over  to  the  State  Treasurer,  who  shall 
place  them  in  the  State  Board  of  Health  Maintenance  Fund  and  as 
much  as  is  necessary  of  this  fund  shall  be  used  for  the  State  Board  of 
Health  water  and  sewerage  laboratory,  and  the  State  Auditor  shall 
draw  his  warrant  for  claims  against  this  fund  after  such  claims  have 
been  approved  by  the  State  Board  of  Examiners,  provided,  however, 
that  this  fund  shall  not  be  expended  except  after  due  appropriation. 

Section  3.  That  every  corporation,  railway,  common  carrier  com- 
pany, or  individual  that  shall  fail  to  comply  with  the  regulations  pre- 
scribed by  the  State  Board  of  Health  under  this  Act,  shall  be  guilty  of 
a  misdemeanor  and,  upon  conviction  shall  be  fined  not  less  than  fifty 
($50.00)   dollars  nor  more  than  five  hundred   ($500.00)    dollars. 

Section  4.  All  Acts  and  parts  of  Acts  in  conflict  herewith  are 
hereby  repealed. 

Section  5.  This  Act  shall  be  in  full  force  and  effect  from  and  after 
its  passage  and  approval. 

Approved   February   27,   1917. 


CREATIONS  OF  DIVISION  OF  CHILD  WELFARE 

CHAPTER  121,   SESSION  LAWS   OF  1917. 

Be  It  Enacted  by  the  Legislative  Assembly  of  the  State  of  Montana: 

Section  1.  That  a  Child  Welfare  Division  be,  and  the  same  is 
hereby  created,  which  shall  be  under  the  direct  supervision  of  the 
State  Board  of  Health. 

Section  2.  The  duties  of  this  Division  shall  be  to  make  and  enforce 
regulations;  to  carry  on  a  campaign  of  public  health  education  and 
to  take  all  possible  steps  for  the  better  protection  of  the  health  of  the 
children  of  the  State. 

Section  3.  School  Boards  may  employ  in  their  discretion  regularly 
qualified  nurses,  duly  registered  in  the  State  of  Montana,  to  act  as 
school  nurses.  In  sparsely  settled  communities,  two  or  more  School 
Boards  may  unite  and  employ  a  school  nurse,  the  salary  of  such  nurse 
being  paid  pro  rata  according  to  the  assessed  valuation  in  the  school 
districts. 

Section  4.  County  Commissioners  are  hereby  authorized  at  such 
times  as  they  deem  necessary,  to  employ  regularly  qualified  nurses,  to 
be  known  as  County  Nurses,  for  duties  under  the  Child  Welfare  Division. 

Section  5.  The  Superintendent  of  Public  Instruction,  and  the 
Secretary  of  the  State  Board  of  Health,  as  soon  as  possible  after  the 
passage  of  this  Act,  shall  meet  and  formulate  rules  and  regulations 
governing  the  work  of  school,  county  and  public  health  nurses,  which 
rules    and    regulations,   when    regularly   passed   by   the    State   Board    of 
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Health,  shall  invest  the  said  State  Board  of  Health  with  full  power 
of  supervision  and  regulation  of  said  school  and  county  and  public 
health  nurses. 

Section  6.  The  State  Board  of  Health,  through  its  Child  Welfare 
Division,  shall  prepare  and  distribute  to  the  school,  county  and  public 
health  nurses   all   necessary  report  blanks. 

Section  7.... .The  Secretary  of  the  State  Board  of  Health,  subject  to 
the  approval  of  said  Board,  shall  employ  such  officers  as  may  be  nec- 
essary to  carry  out  the  provisions  of  this  Act 

Section  8.  Nothing  in  this  Act  shall  be  construed  or  operate  so 
as  to  interfere  in  any  way  with  the  exercise  of  the  child's  or  parent's 
religious  belief,  as  to  the  examination  for,  or  in  the  treatment  of,  dis- 
eases; provided,  that  quarantine  regulations  relating  to  contagious  or 
infectious  diseases  are  not  infringed  upon. 

Section  9.  All  Acts  and  parts  of  Acts  in  conflict  herewith  are 
hereby  repealed. 

Approved  March   3,   1917. 


VENEREAL  DISEASE   CONTROL   ACT* 

CHAPTER  106,   SESSION   LAWS   1919. 

Be  It  Enacted  by  the  Legislative  Assembly  of  the  State  of  Montana: 

Section  1.  That  syphilis,  gonorrhea,  and  chancroid  hereinafter 
designated  as  venereal  diseases  are  hereby  declared  to  be  contagious, 
infectious,  communicable  and  dangerous  to  the  public  health.  It  shall 
be  unlawful  for  anyone  infected  with  these  diseases  or  any  of  them  to 
expose  another  person  to  infection. 

Section  2.  Any  physician  or  other  person  who  makes  a  diagnosis 
in,  or  treats,  a  case  of  syphilis,  gonorrhea,  or  chancroid,  and  every 
superintendent  or  manager  of  a  hospital,  dispensary,  or  charitable  or 
penal  institution,  in  which  there  is  a  case  of  venereal  disease,  shall 
keep  a  record  thereof,  which  shall  show  the  name  and  address  or  the 
office  number,  age,  sex,  color  and  occupation  of  the  diseased  person 
and  the  date  of  onset  of  the  disease,  and  the  probable  source  of  in- 
fection; every  name  entered  in  such  record  shall  be  assigned  a  num- 
ber commencing  with  No.  1  and  continuing  in  numerical  order,  and 
shall  report  such  case  immediately  in  writing  to  the  Local  or  County 
Health  Officer  giving  the  number  assigned  to  such  diseased  person 
together  with  the  probable  source  of  infection;  provided  that  the  name 
and  address  shall  not  be  given  in  such  report,  except  as  hereinafter 
specifically  provided.  Said  report  shall  be  enclosed  in  a  sealed  envelope 
and  sent  to  the  Local  or  County  Health  Officer  who  shall  report  weekly 
on  the  prescribed  form  to  the  State  Board  of  Health  all  cases  reported 
to  him. 

Section  3-  State,  County  and  Local  Health  Officers,  or  their  author- 
ized deputies,  within  their  respective  jurisdiction  are  hereby  directed 
and  empowered,  when  in  their  judgment  it  is  necessary  to  protect  the 
public  health,  to  make  examinations  of  persons  reasonably  suspected  of 
being  infected  with  venereal  diseases  and  to  detain  such  persons  until 
the  results  of  such  examinations  are  known,  to  require  persons  infected 
with  venereal  disease  to  report  for  treatment  to  a  reputable  physician 
and  to  continue  treatment  until  cured   or  to  submit  to  treatment  pro- 


*"The  principles  for  the  control  of  syphilis  and  gonorrhea  differ  in  no  wise 
from  those  used  to  control  smallpox,  tuberculosis,  measles,  diphtheria,  etc. 
The  health  officer  must  not  regard  venereal  disease  as  a  punishment  for  sin 
and  crime — the  victim  or  culprit  needs  help  and  sympathy.  The  immediate 
problem   is  the  prevention   of  further  spread   of  the   infection." 
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vided  at  public  expense  until  cured,  and  also,  when  in  their  judgment 
it  is  necessary  to  protect  the  public  health,  to  isolate  or  quarantine 
persons  infected  with  venereal  disease.  It  shall  be  the  duty  of  all 
Local,  County  and  State  Health  Officers,  or  their  authorized  deputies, 
within  their  respective  jurisdictions  to  investigate  sources  of  infection 
of  venereal  disease,  to  co-operate  with  the  proper  officials  whose  duty 
it  is  to  enforce  laws  directed  against  prostitution,  and  otherwise  to  use 
every  proper  means  for  the  repression  of  prostitution.  (*) 

Section  4.  The  County  Board  of  Health  of  each  County  shall  pro- 
vide an  isolation  hospital  for  the  care  and  treatment  of  all  persons 
within  the  county  suffering  from  venereal  diseases,  and  shall  make 
all  necessary  rules  and  regulations  for  the  conduct  and  management 
thereof.  Provided,  however,  that  the  County  Board  of  Health  of  any 
county  may  in  its  discretion,  if  no  isolation  hospital  has  been  estab- 
lished in  such  county,  contract  for  the  care  and  treatment  of  persons 
suffering  from  said  diseases,  with  any  county  of  the  State  that  main- 
tains an  isolation  hospital  for  the  care  and  treatment  of  such  diseases, 
or  may  contract  with  any  private  institution  for  the  care  and  treatment 
of  any  such  patients,  (f) 

Section  5.~..Every  person  who  is  committed  to,  detained,  or  treated 
in  such  isolation  hospitals,  and  who  is  financially  able,  shall  be  re- 
quired to  pay  all  expenses  for  care  and  treatment  while  detained  in 
such  hospital,  and  the  County  Board  of  Health  is  authorized  to  main- 
tain civil  action,  in  the  name  of  the  County  to  recover  therefor. 

Section  6.  All  persons  who  shall  be  confined  or  imprisoned  in  any 
state,  county,  or  city  prison  in  the  State  shall  be  examined  for  and  if 
infected,  treated  for  venereal  diseases  by  the  health  authorities  or  their 
deputies.  The  prison  authorities  of  any  state,  county,  or  city  prison  are 
directed  to  make  available  to  the  health  authorities  such  portion  of  any 
state,  county,  or  city  prison  as  may  be  necessary  for  a  clinic  or  hospital 
wherein  all  persons  who  may  be  confined  or  imprisoned  in  any  such 
prison  and  who  are  infected  with  venereal  disease  at  the  time  of  the 
expiration  of  their  terms  of  imprisonment,  and,  in  case  no  other  suit- 
able place  for  isolation  or  quarantine  is  available,  such  other  persons 
as  may  be  isolated  or  quarantined  under  the  provisions  of  Section  3, 
shall  be  isolated  and  treated  at  public  expense  until  cured,  or,  in  ylieu 
of  such  isolation  any  of  such  persons  may,  in  the  discretion  of  the 
Local,  County,  or  State  Health  Officer,  be  required  to  report  for  treat- 
ment to  a  licensed  physician,  or  submit  to  treatment  provided  at  public 
expense  as  provided  in  Section  4.  Nothing  herein  contained  shall  be 
construed  to  interfere  with  the  service  of  any  sentence  imposed  by  a 
court  as  a  punishment  for  the  commission  of  crime. 

Section  7.  Local  and  County  Health  Officers  are  authorized  and 
directed  to  quarantine  persons  who  have,  or  who  after  examination, 
are  reasonably  suspected  of  having  syphilis,  gonorrhea,  or  chancroid, 
whenever  in  'the  opinion  of  said  Local  or  County  Officer,  or  the  State 
Board  of  Health,  or  its  Secretary,  quarantine  is  necessary  for  the  pro- 
tection of  the  public  health.  In  establishing  quarantine  the  health 
officer  shall  designate  and  define  the  limits  of  the  area  in  which  the 
person  known  to  have,  or  reasonably  suspected  of  having  syphilis, 
gonorrhea,  or  chancroid  and  his  or  her  immediate  attendant  are  to  be 
quarantined  and  no  other  person  than  the  attending  physician  shall 
enter  or  leave  the  area  of  quarantine  without  the  permission  of  the 
Local  or  County  Health  Officer.  No  one  but  the  Local,  County  or 
State.  Health  Officer  shall  terminate  said  quarantine,  and  this  shall 
not  be  done  until  the  diseased  person  has  become  noninfectious,  as 
determined  by  the  Local,  County  or  State  Health  Officer  or  his  author- 
ized deputy  through  the  clinical  examination  and  necessary  laboratory 
tests,  or  until  permission  has  been  given  by  the  State  Board  of  Health 
or  its  Secretary. 

(*)     See   Chapter   95,    Fifteenth    Session,    1917. 
(t)     See   Chapter   94,    Sixteenth   Session,    Page   22. 
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Section  8.  It  shall  be  the  duty  of  every  physician  and  of  every 
other  person  who  examines  or  treats  a  person  having  syphilis,  gonor- 
rhea, or  chancroid,  to  instruct  such  person  in  measures  for  preventing 
the  spread  of  such  diseases,  and  inform  such  person  of  the  necessity 
for  treatment  until  cured,  and  to  hand  such  person  a  copy  of  the  cir- 
cular of  information  obtainable  for  this  purpose  from  the  State  Board 
of   Health. 

Section  9.  When  a  person  applies  to  a  physician  or  other  person 
for  the  diagnosis  or  treatment  of  syphilis,  gonorrhea,  or  chancroid,  it 
shall  be  the  duty  of  the  physician  or  person  so  consulted  to  inquire  of 
of  and  ascertain  from  the  person  seeking  such  diagnosis  or  treatment 
whether  such  person  has  theretofore  consulted  with  or  has  been  treated 
by  any  other  physician  or  person  and,  if  so,  to  ascertain  the  name  and 
address  of  the  physician  or  person  last  consulted.  It  shall  be  the  duty 
of  the  applicant  for  diagnosis  or  treatment  to  furnish  this  information, 
and  a  refusal  to  do  so  or  a  falsification  of  the  name  and  address  of 
such  physician  or  person  consulted  by  such  applicant  shall  be  deemed 
a  violation  of  these  regulations.  It  shall  be  the  duty  of  the  physician  or 
other  person  whom  the  applicant  consults  to  notify  the  physician  or 
other  person  last  consulted  of  a  change  of  advisers.  Should  the  phy- 
sician or  person  previously  consulted  fail  to  receive  such  notice  within 
ten  days  after  the  last  date  upon  which  the  patient  was  instructed  by 
him  to  appear,  it  shall  be  the  duty  of  such  physician  or  person  to 
report  to  the  Local  or  County  Health  Officer  the  name  and  address 
of  such  venereally  diseased  person. 

If  an  attending  physician  or  other  person  knows  or  has  good  reason 
to  suspect  that  a  person  having  syphilis,  gonorrhea,  or  chancroid  is  so 
conducting  himself  or  herself  as  to  expose  other  persons  to  infection,  or 
is  about  so  to  conduct  himself  or  herself,  he  shall  notify  the  local  or 
county  health  officer  of  the  name  and  address  of  the  diseased  person 
and  the  essential  facts  in  the  case. 

Section  10.  No  druggist  or  other  person  not  a  physician  licensed 
under  the  laws  of  the  state  shall  prescribe  or  recommend  to  any  person 
any  drug,  medicines,  or  other  substances  to  be  used  for  the  cure  or 
alleviation  of  gonorrhea,  syphilis,  or  chancroid,  or  shall  compound  any 
drugs  or  medicines  other  than  proprietary  for  said  purpose  from  any 
written  formula  or  order  not  written  for  the  person  for  whom  the  drugs 
or  medicines  are  compounded  and  not  signed  by  a  physician  licensed 
under  the  laws  of  the  state.  All  druggists  are  required  to  keep  a  rec- 
ord of  the  names  and  addresses  of  all  persons  to  whom  proprietary  or 
patent  medicines,  commonly  or  presumably  used  in  the  treatment  of 
venereal  diseases,  are  sold  or  supplied  to,  and  shall  forward  a  report  to 
the  proper  health  officer  at  the  end  of  each  week,  giving  the  names  and 
addresses  of  such  persons  and  the  remedy  sold  in  each  case. 

Section  11.  Phsicians,  health  officers,  and  all  other  persons  are 
prohibited  from  issuing  certificates  of  freedom  from  venereal  disease, 
providing  this  rule  shall  not  prevent  the  issuance  of  necessary  state- 
ments of  freedom  from  infectious  diseases  written  in  such  form  or 
given  under  such  safeguards  that  their  use  in  solicitation  for  sexual 
intercourse  would  be  impossible.  Such  certificates  shall  not  be  used 
or  exhibited  for  solicitation  for  immoral  purposes. 

Section  12.  All  information  and  reports  concerning  persons  infected 
with  venereal  diseases  shall  be  inaccessible  to  the  public. 

Section  13.  The  State  Board  of  Health  is  hereby  empowered  and 
directed  to  make  such  rules  and  regulations  as  shall  in  its  judgment 
be  necessary  for  the  carrying  out  of  the  provisions  of  this  Act,  includ- 
ing rules  and  regulations  providing  for  the  control  and  treatment  of 
persons  isolated  or  quarantined  under  the  provisions  of  Section  3,  and 
such  other  rules  and  regulations,  not  in  conflict  with  the  provisions  of 
this   Act,   concerning  the   control   of  venereal   diseases,   and   concerning 
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the  care,  treatment  and  quarantine  of  persons  infected  therewith,  as  it 
may  from  time  to  time  deem  advisable.  All  such  rules  and  regulations 
so  made  shall  be  of  force  and  binding  upon  all  county  and  municipal 
health'  officers  and  other  persons  affected  by  this  Act,  and  shall  have 
the  force  and  effect  of  law. 

Section  14.  Any  person  who  shall  violate  any  of  the  provisions  of 
this  Act  or  any  lawful  rule  or  regulation  made  by  the  State  Board  of 
Health  pursuant  to  the  authority  herein  granted,  or  who  shall  fail  or 
refuse  to  obey  any  lawful  order  issued  by  the  state,  county  or  local 
health  officer,  pursuant  to  the  authority  granted  in  this  Act,  shall  be 
deemed  guilty  of  a  misdemeanor,  and  shall  be  punished  by  a  fine  of  not 
more  than  $1,000,  or  by  imprisonment  for  not  more  than  a  year  or  by 
both  such  fine  and  imprisonment. 

Section  15.  All  Acts  and  parts  of  Acts  in  conflict  herewith  are 
hereby  repealed. 

Section  16.  This  Act  shall  take  effect  and  be  in  full  force  from 
and  after  its  passage  and  approval. 

Approved  March  4,  1919. 


MISCELLANEOUS  LAWS. 

CHAPTER  94. 

"An  Act  to  Amend  Section  2894  of  the  Revised  Codes  of  Montana  of 
1907,  Relating  to  the  Jurisdiction  and  Powers  of  County  Commis- 
sioners by  Amending  Subdivision  Five  Thereof." 

Be  It  Enacted  by  the  Legislative  Assembly  of  the  State  of  Montana: 

Section  i.  That  Section  2894  of  the  Revised  Codes  of  Montana  of 
1907,  prescribing  the  jurisdiction,  powers,  limitations  and  restrictions 
of  County  Commissioners  be  amended  by  amending  Subdivision  5,  to 
read  as  follows: 

Subdivision  5.  To  provide  for  the  care  and  maintenance  of  the 
indigent  sick,  or  the  otherwise  dependent  poor  of  the  county;  erect  and 
maintain  hospitals  therefor,  or  otherwise  provide  for  the  same;  and  to 
levy  the  necessary  tax  therefor,  per  capita,  not  exceeding  two  dollars, 
and  a  tax  on  property  not  exceeding  one-fifth  of  one  per  cent,  or  either 
of  such  levies  when  both  are  not  required,  and  to  expend  not  to  exceed 
five  per  cent  of  any  such  levy  for  the  collection  of  said  tax  or  any 
part  thereof. 

Section  2.  This  Act  shall  be  in  full  force  and  effect  from  and  after 
its  passage  and  approval. 

Approved  March  3,  1919. 

SECTIONS  8401,  8402,  8403,  8404  AND  8405  OF  THE  REVISED  CODES 

OF  MONTANA,  1907. 

8401— PROHIBITION  AGAINST  A  CERTAIN  CLASS  OF  ADVER- 
TISEMENTS-— No  newspaper  or  other  paper  published  or  circulated  in 
whole  or  in  part  within  the  State  of  Montana,  shall  contain:  Adver- 
tisements of  cures,  appliances  or  treatments  for  certain  diseases  or  dis- 
orders, to-wit,  stricture,  syphilis,  impotency,  gonorrhea,  emissions,  and 
so-called  "lost  manhood,"  and  other  private  diseases  of  men  and  women, 
and  their  complications.  (Act  approved  March  9,  1907,  1).  (10th  Sess. 
Chap.  191.) 

8402.— DISTRIBUTION  OF  CIRCULARS.— It  is  hereby  made  unlaw- 
ful to  distribute  any  circulars,  dodgers  or  advertising  matter  whatso- 
ever advertising  remedies  for  the  cure  of  any  of  the  diseases  mentioned 
in  Section  8401  (1)  of  this  Act.  (Act  approved  March  9,  1907,  2).  (10th 
Sess.  Chap.  191.) 
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8403. — PENALTIES- — The  person  advertising,  as  well  as  the  pro- 
prietor, editor,  or  any  person  in  charge  of  any  newspaper  or  printing 
establishment,  violating  any  of  the  provisions  of  this  Act  shall  be  guilty 
of  a  misdemeanor  and  shall  be  punished  by  a  fine  of  not  less  than 
Fifty  Dollars  nor  more  than  Five  Hundred  Dollars,  or  by  imprisonment 
in  the  county  jail  for  not  more  than  six  months.  (Act  approved  March 
9,  1907,  3.)      (10th  Sess.  Chap.  191.) 

8404. — SAME. — Any  person  publishing,  distributing,  or  causing  to 
be  distributed  or  circulated,  any  of  the  advertising  matter  hereinabove 
prohibited,  shall  be  guilty  of  a  misdemeanor  and  punished  as  prescribed 
in  Section  8403  (3)  of  this  Act.  (Act  approved  March  9,  1907,  4.)  (10th 
Sess.  Chap.  191.)  » 

8405.— PRODUCTION  OF  ADVERTISEMENT  PRIMA  FACIE  EVI- 
DENCE OF  GUILT. — The  production  of  any  advertisement  or  advertis- 
ing matter  published  or  distributed  contrary  to  the  provisions  of  this 
Act  shall  be,  of  itself,  prima  facie  evidence  of  the  guilt  of  the  person 
or  persons  advertising  to  cure  any  such  disease  hereinabove  mentioned, 
or  of  the  publishers  who  publish  any  matter  such  as  is  herein  pro- 
hibited.    (Act  approved  March  9,  1907,  5).     (10th  Sess.  Chap.  191.) 


DEPOSIT  OF  GARBAGE  AND  DEAD  ANIMALS  PROHIBITED. 

Section  14.  It  shall  be  unlawful  for  any  person  or  persons  to  dump 
or  leave  any  garbage  or  dead  animal  in  or  upon  any  public  highway, 
road,  or  alley  of  this  State,  or  within  200  yards  of  such  public  highway, 
road,  or  alley.  Any  person  found  guilty  of  a  violation  of  this  Section 
shall  be  fined  in  a  sum  not  exceeding  Twenty-five  Donai-s  ($25.00),  or 
imprisoned  in  the  county  jail  for  a  period  not  exceeding  thirty  days, 
or  be  punished  by  both  such  fine  and  imprisonment,  in  the  discretion 
of  the  Court.      (Chap.   6— Chap  141— Laws  1915.) 


CHAPTER   VI. 
SCHOOLS. 

SESSION  LAWS  OF  1913. 

612.    Prevention  of  Communicable  Diseases- 

1.  There  shall  be  taught  in  every  year  in  ever>  public  school  of 
elementary  grade  in  Montana,  the  principal  modes  by  which  each  of  the 
dangerous  communicable  diseases  spread,  and  the  method  for  the  re- 
striction and  prevention  of  each  such  diseases  as  smallpox,  diphtheria, 
scarlet  fever,  measles,  tuberculosis,  chicken  pox,  and  such  other  dis- 
eases as  may  be  named,  and  attention  called  to  the  same  by  the  Board 
of  Health'  of  this   State. 

2.  School  boards  shall  annually  send  to  the  public  school  superin- 
tendents and  teachers  throughout  the  State  printed  data  and  statements 
which  will  enable  them  to  comply  with  the  provisions  of  this  chapter. 

3.  School  boards  are  hereby  required  to  direct  superintendents  and 
teachers  to  give  oral  and  blackboard  instruction,  using  the  data  and 
statements  supplied  by  the  State  Board  of  Health. 

4.  Neglect  or  refusal  on  the  part  of  any  superintendent  or  teacher 
to  comply  with  the  provisions  of  this  chapter  shall  be  considered  a 
sufficient  cause  for  dismissal  from  the  school  by  the  school  board. 

5.  Any  member  of  any  school  board  who  shall  wilfully  neglect  or 
refuse  to  comply  with  any  provisions  of  this  chapter  shall  be  deemed 
guilty  of  a  misdemeanor  and  shall  be  subject  to  punishment  by  a  fine 
not  exceeding  one  hundred   dollars. 

(Approved   March   12,   1913). 
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CHAPTER  76,  SESSION  LAWS  1&19. 

Be  It  Enacted  by  the  Legislative  Assembly  of  the  State  of  Montana: 

Section  1.  The  State  Board  of  Health  of  Montana  is  hereby  author- 
ized end  empowered  to  employ  a  competent  epidemiologist,  who  shall 
be  known  as  the  State  Epidemiologist,  and  shall  have  the  powers  of  a 
deputy  state  health  officer  under  the  direction  of  the  Secretary  of  the 
State  Board  of  Health  of  Montana,  and  be  subject  to  the  control  of 
said  board. 

Section  2.  The  duties  of  the  State  Epidemiologist  shall  be  to 
study  the  causes  and  prevalence  of  diseases  in  the  State  of  Montana, 
to  take  the  proper  steps  to  check  such  diseases,  and  to  assist  the  local 
and  county  health  officers  in  the  suppression  of  these  diseases  and  per- 
form such,  other  duties  as  the  State  Board  of  Health  may  direct. 

Section  3.  The  State  Epidemiologist  shall  be  a  regularly  qualified 
physician  and  surgeon  and  shall  hold  office  at  the  discretion  of  the 
State  Board  of  Health  of  Montana;  he  shall  devote  his  whole  time  to 
the  duties  of  the  office,  and  shall  receive  as  compensation  for  his  serv- 
ices, such  salary  as  may  be  fixed  by  the  State  Board  of  Health  of  Mon- 
tana, not  in  excess  of  Three  Hundred  and  Fifty  ($350.00)  per  month, 
together  with  his  reasonable  and  necessary  travel  and  subsistence  ex- 
pense while  actually  traveling  in  the  State  on  business  of  his  office. 

Section   4.     (Provides   appropriation). 

Section  5.  All  Acts  and  parts  of  Acts  in  conflict  herewith  are 
hereby  repealed. 

Section  6.  This  Act  shall  be  in  full  force  and  effect  on  and  after 
its  passage  and  approval. 

Approved    March    3,    1919. 


RULES  AND  REGULATIONS 

Of  the  Montana  State  Board  of  Health. 

I,  W.  P.  Cogswell,  secretary  of  the  Montana  State  Board  of  Health, 
do  hereby  certify  that  the  following  rules  and  regulations  have  been 
duly  adopted  by  the  State  Board  of  Health  as  shown  by  the  minutes  of 
the  said  board,  and  that  this  publication  constitutes  due  and  official 
notice  to  all  persons  or  parties  affected  or  concerned  by  them. 

(SEAL)  W.  F.  COGSWELL,  M.  D. 

PART  I. 

Regulation  Designating  Infections,  Contagions  or  Communicable  Dis- 
ease Dangerous  to  the  Public  Health  and  Providing  for  the  Reporting 
and  Notification  of  Such  Diseases. 

RULE  I. 

(a)  Including  the  "communicable  diseases"  enumerated  in  Section 
1500,  Revised  Codes  of  Montana,  1907,  as  amended  by  Chapter  15,  Ses- 
sion Laws  of  1913,  the  following  named  diseases  are  designated  as 
"communicable  diseases,"  infectious,  contagious  or  communicable  in 
their  nature: 
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Group    I. 


Actinomycosis 

Anthrax 

Chkkenpox 

Cholera,  Asiatic  (also  cholera  nos- 
tras when  Asiatic  cholera  is  pres- 
ent or  its  importation  is  threat- 
ened) 

Continued  fever  lasting  seven  (7) 
days 

Diphtheria  (or  membranous  croup, 
so-called) 

Dysentery 

(a)  Amebic 

(b)  Bacillary 
Erysipelas 
Favus 

German    measles 
Glanders 

Influenza  epidemic 
Leprosy 

Malaria 
Measles 
Meningitis 

(a)  Epidemic   cerebro-spinal 

(b)  Tuberculous 


Mumps 

Ophthalmia  neonatorum  (conjuncti- 
vitis  of   new-born    infants) 

Para-typhoid  fever 

Plague 

Pneumonia    (acute    lobar) 

Poliomyelitis  (acute  infectious)  or 
infantile  paralysis 

Rabies 

Rocky  Mountain  "spotted"  or  "tick" 
fever 

Scarlet   fever 

Septic  sore  throat 

Smallpox 

Tetanus 

Trachoma 

Trichinosis 

Tuberculosis  (all  forms,  including 
"miners'    consumption") 

Typhoid    fever    (enteric    fever) 
Typhus   fever 
Whooping  cough 


(b)  Inasmuch  as  the  control  and  abatement  of  infectious,  con- 
tagious or  communicable  diseases  depends  upon  the  knowledge  of  the 
existence  or  location  of  cases  of  such  diseases  by  the  local,  county  and 
state  boards  of  health,  it  is  hereby  ruled  that  the  diseases  named  in 
paragraph  (a)  shall  be  declared  to  be  notifiable  diseases,  and  the  occur- 
rence of  such  cases  of  such  diseases  shall  be  reported  as  herein  pro- 
vided. Hereafter  each  and  every  physician  or  other  practitioner  of  the 
healing  art  practicing  in  the  State  of  Montana,  who  treats  or  examines 
any  person  suffering  from  or  afflicted  with,  or  suspected  to  be  suffer- 
ing from  or  afflicted  with,  any  one  of  the  notifiable  diseases  named  in 
paragraph  .(a)  shall  immediately  report  such  case  of  notifiable  disease 
in  writing  to  the  local  or  county  health  authorities  having  jurisdiction 
of  the  territory  in  which  said  case  occurs.  (See  Section  1502,  Revised 
Codes  of  Montana,  1907).  Said  report  shall  be  forwarded  either  by  mail, 
by  special  messenger  or  delivered  in  person  and  shall  give  the  following 
information: 

1.  The  date  of  the  onset  of  such  disease. 

2.  The  name  of  the,  disease  or  suspected  disease. 

3.  The    name,    age,    sex,    color,    nativity,    occupation,    address    and 
school  attended  or  place  of  employment  of  patient. 

4.  The  number  of  adults  and  children  in  the  household. 

5.  Source    or   probable    source    of    infection    or   origin    or    probable 
origin  of  the  disease. 

6.  The  name  and  address  of  the  reporting  physician. 


Provided,  That  if  the  disease  is,  or  is  suspected  to  be,  smallpox,  the 
report  shall,  in  addition,  show  whether  the  disease  is  of  the  mild  or 
virulent  type,  and  if  the  disease  is,  or  suspected  to  be,  smallpox  or 
typhoid  fever,  whether  the  patient  has  been  successfully  vaccinated  or 
immunized,  and  if  the  patient  has  been  successfully  vaccinated  or  im- 
munized the  number  of  times  and  dates  or  approximate  dates  of  such 
vaccination  or  immunization;  and  if  the  disease  is,  or  is  suspected  to 
be,    cholera,    diphtheria,    plague,    scarlet    fever,    smallpox,    yellow    fever, 
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or  "Rocky  Mountain  spotted"  or  "tick"  fever,  the  physician  shall  in 
addition  to  the  written  report,  give  immediate  notice  of  the  case  to  the 
local  health  authority  in  the  most  expeditious  manner  available;  and 
if  the  disease  is,  or  is  suspected  to  be,  tuberculosis,  typhoid  fever,  para- 
typhoid fever,  scarlet  fever,  diphtheria,  or  membranous  croup,  or  septic 
sore  throat,  the  report  shall  also  show  whether  the  patient  has  been,  or 
any  member  of  the  household  in  which  the  patient  resides,  is  engaged 
or  employed   in  the  handling  of  milk   for   sale  or  preliminary   to   sale. 

(c)  The  requirements  of  the  preceding  paragrapn  shall  be  applic- 
able to  physicians  attending  patients  ill  with  any  of  the  notifiable  dis- 
eases in  hospitals,  asylums,  or  other  institutions,  public  or  private; 
provided,  that  the  superintendent  or  other  person  in  charge  of  any 
such  hospital,  asylum,  or  other  institution  in  which  the  sick  are  cared 
for,  may  with  the  written  consent  of  the  local  or  county  health  officer 
(or  the  board  of  health)  having  jurisdiction,  report  in  the  place  of  the 
attending  physician  or  physicians,  the  cases  of  notifiable  ddisease  and 
disabilities  occurring  in,  or  admitted  to  said  hospital,  asylum,  or  other 
institution  in  the  same  manner  as  that  prescribed  for  physicians;  and 
provided  also,  that  superintendents  of  state  hospitals,  asylums  or  in- 
stitutions may  report  directly  to  the  State  Board  of  Health  all  cases  of 
notifiable  disease  occurring  within  said  hospitals,  asylums  or  institutions. 

(d)  Whenever  any  householder  knows  or  has  reason  to  believe  that 
any  person  within  his  family  or  household  has  any  communicable  dis- 
eases, he  shall  immediately  give  notice  thereof  to  the  health  officer  of 
the  town  or  city,  or  to  the  county  health  officer  if  without  the  cor- 
porate limits  of  a  town  or  city,  and  such  notice  shall  be  given  at  the 
office  of  a  local  or  county  health  officer  within  the  shortest  possible, 
time  and  by  the  most  direct  means  of  communication.  (Section  1501, 
Revised  Codes  of  Montana,  1907).  The  local  or  county  health  officer 
having  jurisdiction  shall  then  file .  a  report  in  the  manner  prescribed 
in  paragraph    (b). 

(e)  Whenever  the  eyes  of  an  infant  under  two  weeks  of  age  be- 
come reddened,  inflamed,  or  swollen,  or  contain  an  unnatural  discharge, 
and  no  physician  is  in  attendance,  an  immediate  report  of  the  existence 
of  the  case  shall  be  made  to  the  local  or  county  health  officer  having 
jurisdiction  by  the  midwife,  nurse,  attendant,  householder  or  other 
person  in  charge  of  the  patient;  responsibility  for  reporting  to  rest 
upon  each  in  the  order  named.  The  local  or  county  health  officer  to 
whom  report  is  made  shall  then  file  a  report  in  the  manner  prescribed 
in   paragraph    (b). 

(f)  Whenever  any  teacher,  school  nurse,  or  any  person  in  charge 
of  any  public  or  private  school  shall  know  or  suspect  a  case  of  notifi- 
able disease  in  persons  attending  or  employed  in  his  or  her  school  he 
or  she  shall  report  immediately  such  knowledge  or  suspicion  to  the 
local  or  county  health  officer  having  jurisdiction.  The  health  officer 
shall,  if  the  knowledge  or  suspicion  be  confirmed  upon  investigation, 
file  a  card  report  in  the  same  manner  as  prescribed  in  paragraph    (b). 

(g)  The  written  reports  of  cases  of  notifiable  diseases  as  required 
of  physicians  and  health  officers  by  this  rule  shall  be  made  upon 
blanks  supplied  for  the  purpose,  through  the  local  and  county  health 
authorities,  by  the  State  Board  of  Health. 

(h)  Local  or  county  health  officers  or  boards  of  health  shall,  at 
the  end  of  each  week,  forward  by  mail  to  the  State  Board  of  Health  the 
original  written  reports  made  by  physicians  and  themselves,  after  first 
having  transcribed  the  information  given  in  the  respective  reports  in 
a  book  or  other  form  of  record  for  the  permanent  files  of  the  local  or 
counfcy  health  office.  On  each  report  thus  forwarded  the  local  health 
officer  shall   state  whether  the   case  to  which   the   report  pertains   was 
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visited  or  otherwise  investigated  by  the  local  or  county  health  officer 
or  by  a  representative  of  the  local  or  county  health  officer.  (See  Sec- 
tion 1489,  Revised  Codes  of  Montana,  1907),  and  whether  and  what 
measures  were  taken  to  prevent  the  spread  of  the  disease  or  the  occur- 
rence of  additional  cases,  and  if  the  case  is  diphtheria,  whether  anti- 
toxin is  being  used.  And  if  no  cases  of  communicable  diseases  shall 
have  been  reported  to  the  local  or  county  health  officer  during  any  week 
he  shall  so  certify  to  the  Secretary  (or  his  representative  or  deputy) 
of  the  State  Board  of  Health  at  the  end  of  each  week  on  a  card  to  be 
furnished  by  the  State  Board  of  Health. 

(i)  Whenever  there  occurs  within  the  jurisdiction  of  a  local  or 
county  health  officer  or  board  of  health  an  epidemic  of  a  notifiable 
disease,  the  local  or  county  health  officer  or  board  of  health  shall, 
when  requested  by  the  State  Board  of  Health  (or  its  executive  officer) 
within  thirty  (30)  days  after  the  epidemic  shall  have  subsided,  make  a 
report  to  the  State  Board  of  Health  of  the  number  of  cases  occurring 
in  the  epidemic,  and  the  means  by  which  the  disease  was  spread  or 
believed  to  be  spread.  Provided,  that  whenever  the  State  Board  of 
Health  shall  have  taken  charge  of  the  control  and  suppression  or  under- 
taken the  Investigation  of  the  epidemic,  the  local  or  county  health 
authority  having  jurisdiction  need  not  make  the  report  otherwise 
required. 

(j)  In  event  of  the  occurrence  of  anthrax,  leprosy,  paratyphoid 
fever,  poliomyelities  or  infantile  paralysis,  rabies,  Rocky  Mountain 
"spotted"  or  "tick"  fever,  tuberculosis  or  typhoid  fever  the  physician 
shall,  when  requested  by  the  State  Board  of  Health  (or  -its  executive 
officer),  furnish  a  special  report  on  blank  to  be  furnished  by  the  State 
Board  of  Health,  either  directly  or  through  the  local  or  county  health 
officer. 

RULE  II. 

In  addition  to  the  diseases  named  in  Rule  I,  the  following  are 
declared  to  be  notifiable  diseases,  and  shall  be  reported  in  the  manner 

prescribed  by  Chapter  106,  Session  Laws  of  1919. 

Group    II. 

Syphilis  Gonorrhea  Chancroid 

RULE  III. 

Inasmuch  as  it  has  been  demonstrated  by  scientific  investigation 
that  acute  poisoning  by  foods  is  for  the  most  part  the  result  of  toxins 
produced  by  the  action  of  certain  transmissible  bacteria  upon  such  foods, 
the  following  named  disease  or  illness  is  hereby  declared  to  be  danger- 
ous to  the  public  health  and  shall  be  reported  to  the  local  or  county 
health  officer  in  the  same  manner  and  by  the  same  persons  as  pre- 
scribed in  Rule  I. 

Group   ill. 

Food  poisoning. 

RULE    IV. 

The  following  named  diseases  of  unknown  origin  are  declared  to  be 
notifiable  diseases  and  shall  be  reported  in  the  same  manner  and  by  the 
same  persons  as  prescribed  in  Rule  I. 

Group   IV. 
Pellagra  Cancer 

PART    II. 

Regulations  for  the  Quarantine  and  Isolation  of  Infections,  Con- 
tagious or  Communicable  Diseases  Dangerous  to  the  Public  Health. 
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GENERAL  MEASURES. 

RULE  I. 
Definitions — To   clearly   establish    the   intents   and    purposes    of   the 
rules  and  regulations  which  may  now  or  hereafter  be  adopted,  the  fol- 
lowing  definitions  shall   apply: 

(a)  Local  or  State  Quarantine. — By  state,  county  or  city  quaran- 
tine is  meant  the  limitation  of  freedom  of  movement  or  transportation 
of  persons,  animals  or  things  from  an  area  (either  a  state,  county  or 
city)  wherein  communicable  disease  prevails  to  another  area  presumably 
free  from  disease. 

(b)  Quarantine. — By  quarantine  is  meant  the  limitation  of  free- 
dom of  movement  of  persons  or  animals  who  are  known  or  reasonably 
suspected  to  have  been  exposed  to  communicable  disease  for  a  period  of 
time  equal  to  the  incubation  period  of  the  disease  to  which  they  have 
been  exposed. 

(c)  Isolation. — By  isolation  is  meant  the  separating  of  persons  suf- 
fering from  a  communicable  disease,  or  carriers  or  possible  carriers 
(such  as  immediate  attendants  on  the  sick)  of  the  infecting  organism, 
from  other  persons,  in  such  places  and  under  such  conditions  as  will 
prevent  the  direct  or  indirect  conveyance  of  the  infectious  agent  to 
susceptible  persons. 

(d)  Quarantine  of  Premises. — When  this  term  is  used  in  connec- 
tion with  any  disease  it  is  meant  that  the  person  or  persons  affected 
with  such  disease,  and  their  attendants,  and  all  those  who  come  in  con- 
tact with  such  person  or  persons,  shall  not  be  permitted  to  leave  the 
premises  designated  as  under  quarantine,  unless  specifically  authorized 
by  the  health  officer  acting  under  regulations  hereinafter  set  forth. 
Such  quarantine  restrictions  are  not  meant  to  include  the  attending 
physician,  or  the  minister,  priest  or  spiritual  adviser  when  given  per- 
mission to  enter  by  the  health  officer,  or  in  case  of  death  the  funeral 
director  and  indispensable  assistants. 

(e)  Premises. — The  term  "premises"  is  meant  to  include  that  area 
in  which  "the  diseased  person  and  others  must  be  confined.  Where 
fields,  yards  and  porches  are  considered  by  the  health  officer  to  be 
situated  as  to  not  endanger  the  public,  liberty  may  be  given  to  use 
them.  In  the  case  of  apartment  houses,  where  two  or  more  families 
reside  in  the  same  building,  such  building  for  the  purposes  of  quarantine 
shall  be  considered  one  house,  unless  provisions  can  be  made  for  con- 
fining the  persons  to  be  quarantined  or  isolated  in  a  room  or  group 
of  rooms  with  separate  wash-rooms,  bath-rooms  or  toilets  and  where 
contact  with  other  persons  in  the  building  may  easily  be  avoided. 

(f )  Contacts. — A  "contact"  is  any  person  or,  animal  known  to  have 
been  sufficiently  near  to  a  human  infected  person  or  animal  to  have 
been  exposed  to  transfer  of  infectious  material  directly,  or  by  articles 
freshly  soiled  with  such  material. 

(g)  Snsceptibles. — A  "susceptible"  is  a  person  or  animal  who  is 
not  known  to  have  become  immune  to  the  particular  communicable 
disease  in  question  by  natural  or  artificial  process. 

(h)  Carrier. — By  "carrier"  is  meant  any  person  who  is  known  to 
harbor  upon  or  within  his  person  the  bacilli,  virus  or  infective  agent  of 
any  communicable  disease,  and  while  manifesting  no  symptoms  of  such 
disease  is  capable  of  transmitting  it  to  others. 

(i)  Disinfection. — By  "disinfection"  is  meant  the  destroying  of  the 
vitality  of  pathogenic  organisms  by  chemical  means  or  by  heat. 

When  the  word  concurrent  is  used  as  qualifying  disinfection,  it  in- 
dicates the  application  of  disinfection  immediately  after  the  discharge 
from  the  body  of  an  infected  person,  of  infectious  material  or  of  articles 
soiled  with  such  infectious  discharges. 
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When  the  word  terminal  is  used  as  qualifying  disinfection,  it  indi- 
cates the  process  of  rendering  the  personal  clothing  and  immediate 
physical  environment  of  patients,  carriers  or  contacts  free  from  the 
possibility  of  conveying  infection  to  others,  at  the  time  when  the  patient, 
carrier  or  contact  is  no  longer  a  source  of  infection. 

(j)  Cleansing*. — This  term  signifies  the  removal,  by  scrubbing  and 
washing,  of  organic  matter  on  which,  and  in  which,  bacteria  may  find 
favorable  conditions  for  prolonging  life  and  virulence;  also  the  removal 
by  the  same  means  of  bacteria  adherent  to  surfaces. 

(k)  Renovation. — By  "renovation"  is  meant,  in  addition  to  cleans- 
ing, such  treatment  of  the  walls,  floors,  and  ceilings  of  rooms  or  houses 
as  may  be  necessary  to  place  the  premises  in  satisfactory  sanitary 
condition. 

(1)  Fumigation. — By  "fumigation"  is  meant  a  process  by  which 
the  destruction  of  insects,  as  mosquitoes  and  body  lice,  and  animals,  as 
rats,  is  accomplished  by  the  employment  of  gaseous  agents. 

(m)  Delousing. — By  "delousing"  is  meant  the  process  by  which  a 
person  and  his  personal  apparel  are  treated  so  that  neither  the  adults 
nor  the  eggs  of  pediculus  corporis,  pediculus  vestmenti,  or  pediculus 
capitis  survive. 

RULE   III. 

State  Quarantine;  When  Necessary. — Whenever  any  part  of  this 
state  appears  to  be  threatened  with  Asiatic  Cholera,  bubonic  or  pneu- 
monic plague,  typhus  fever,  smallpox  of  a  virulent  type  or  other  infec- 
tious or  contagious  disease  from  any  adjoining  state,  territory,  or  foreign 
province,  the  Secretary  and  executive  officer  of  this  board  shall  have 
the  power  to  establish  and  maintain  quarantine  stations  at  the  limits 
of  the  state  at  such  points  as  may  be  deemed  necessary,  and  to  enforce 
thereat  such  rules  and  regulations  as  he  may  adopt  and  publish  for  the 
purpose  of  preventing  or  obstructing  the  introduction  or  spread  of  such 
diseases  into  or  within  the  state,  by  the  inspection,  exclusion  and  dis- 
infection of  all  infected  persons,  places  and  things. 

RULE    IV. 

Cities  or  Counties  May  Quarantine  Against  Others  When. — Local  or 
county  boards  of  health  or  health  officers  of  one  city  or  county  shall 
not  establish  quarantine  against  another  city  or  county  or  part  of  a 
county  without  the  consent  of  the  State  Board  of  Health  or,  in  the 
interim  of  its  meetings,  of  its  secretary  and  executive  officers. 

RULE  V. 

Secretary  State  Board  of  Health  to  Have  Same  Power  as  Local  or 
County  Health  Officer. — In  all  matters  of  local  quarantine  or  in  quar- 
antine, isolation  or  control  of  known  or  suspected  infectious,  contagious 
or  communicable  diseases  in  persons  or  places,  or  in  the  issuance  of 
orders  for  the  correction  of  insanitary  conditions  or  for  the  abatement 
of  nuisances,  the  secretary  and  executive  officer  of  this  Board  or  his 
duly  authorised  representative  shall  have  all  the  powers  conferred  by 
these  regulations  upon  local  or  county  health  officers. 

RULE  VI. 

Prohibition  of  Public  Gatherings. — Whenever  there  exists  an  epi- 
demic of  any  communicable  disease  or  diseases  in  any  city,  town  or 
community,  the  State  Board  of  Health  may,  for  the  better  preservation 
of  the  public  health  and  for  the .  prevention  of  the  development  and 
spread  of  disease,  order  all  moving  picture  show  houses,  theaters, 
churches,  Sunday  schools,  schools  and  other  places  used  for  public 
gatherings  closed,  and  may  prohibit  public  lectures,  socials,  dances  and 
any  and  all  other  public  gatherings  while  said  epidemic  exists  and 
continues. 
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RULE   VII. 

Health  Officer  to  Investigate  on  Suspicion. — Whenever  any  conta- 
gious, infectious  or  communicable  disease  is  reported  to  any  local  or 
county  health  officer,  or  when  he  has  reason  to  suspect  that  any  such 
disease  exists  within  his  district,  he  shall  make  a  thorough  investiga- 
tion, if  necessary,  (any  case  not  reported  by  a  legally  qualified  physi- 
cian requires  investigatipn)  and  if  any  such  disease  is  found  to  exist 
he  shall  then  take  such  action  as  may  be  designated  by  the  Laws  of 
this  State,  and  by  these  regulations  and  the  regulations  gf  the  local  or 
county  board  of  health  of  the  district  in  which  such  disease  occurs. 
If,  on  investigation,  the  health  officer  is  convinced  that  an  infectious 
or  contagious  disease  has  recently  existed  at  any  place  or  premises,  he 
may  quarantine  such  place  or  premises  until  all  such  has  been  thoroughly 
cleansed  and  disinfected  in  accordance  with  the  regulations  of  the  State 
Board   of  Health. 

RULE  VIII. 

Health  Officer  May  Employ  Assistant. — When  any  contagious,  in- 
fectious or  communicable  disease  shall  appear  in  any  locality,  remote 
from  the  residence  of  the  county  health  officer,  and  when  the  cost  of 
transportation  to  and  from  such  locality  will  be  greater  than  the  cost 
necessary    to    secure    the    services    of    an    assistant,    the    county    health 

officer  has  the  approval  of  the  State  Board  of  Health  to  employ  an 
assistant  to  represent  him  in  such  case  or  cases,  the  remuneration  of 
such  assistant  to  be  paid  by  the  county  in  lieu  of  the  traveling  expenses 
of  the  health  officer;  provided,  that  in  any  instance  the  health  officer 
shall  be  personally  responsible  for  the  faithful  performance  of  the 
duties  imposed  upon  such  assistant. 

RULE  IX. 

How  Quarantine  Shall  Be  Established. — Whenever  any  local  or  coun- 
ty health  officer  shall  have  knowledge  of  any  infectious,  contagious  or 
communicable  disease,  within  his  jurisdiction,  he  shall,  either  in  person 
or  through  an  authorized  representative,  immediately  exercise  and 
maintain  supervision  over  such  case  or  cases  during  their  continuance, 
seeing  that  all  such  cases  are  properly  cared  for,  and  that  the  pro- 
visions of  these  regulations  as  to  isolation,  restriction  of  communication, 
placarding,  quarantine  and  disinfection  are  duly  enforced.  He  shall 
confer  either  personally  or  by  letter  with  the  physician  in  attendance 
upon  the  case,  as  to  its  future  management  and  control  and  acquaint 
the  householder  or  other  person  in  charge  of  the  premises,  in  which  the 
case  exists,  as  to  their  duties  in  the  matter  of  quarantine  or  isolation. 
He  shall  cause  to  be  posted  on  premises  wherein  there  exists  any  case 
of  contagious  or  infectious  diseases  required  by  these  regulations  to  be 
placarded,  a  cloth  or  card  bearing  the  words  "Quarantine"  or  "Keep  Out" 
and  the  name  of  the  disease  printed  in  bold  faced  type,  not  less  than  two 
inches  in  height,  such  cloth  or  card  to  be  securely  attached  upon  the 
front  entrance  or  other  conspicuous  part  of  the  building,  in  such  posi- 
tion as  to  be  in  plain  view  of  any  person  approaching  the  house  and  to 
remain  during  the  continuance  of  the  disease  or  until  such  time  as  the 
health  officer  is  satisfied  that  danger  of  infection  or  contagion  no 
longer   exists. 

RULE  X. 

Quarantine  Must  Be  Established  or  Released  by  Health  Officer  or 
His  Representative. — In  every  instance  quarantine  shall  be  established 
by  the  health  officer  in  person  or  by  his  duly  appointed  representative 
and  no  person  except  the  health  officer  or  his  representative  is  author- 
ized to  remove  any  placard  or  to  release  any  person  from  quarantine. 
Certificates  of-  health  or  for  release  from  quarantine  or  isolation  re- 
strictions may  be  made  by  legally  qualified  physicians  if  acting  by 
consent  of  health   officers. 
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RULE    XI. 

Quarantine  of  Persons  Exposed  to  Disease. — All  susceptibles  ex- 
posed to  a  communicable  disease  •  shall  be  subject  to  same  rules  of 
quarantine  which  apply  to  that  disease  until  such  time  as  the  health 
officer  shall  consider  the  maximum  period  of  incubation  usually  applied 
to  such  disease  shall  have  passed,  except  as  hereinafter  specified.  The 
health  officer  shall  determine  what  constitutes  susceptibility  and  ex- 
posure  in   each  .individual   instance. 

RULE   XII. 

Temporary  Quarantine. — Whenever  a  case  of  obscure  illness  shall 
occur  which  presents  symptoms  of  a  disease  subject  to  quarantine 
or  isolation  but  in  which  sufficient  time  has  not  elapsed  to  render  a 
positive  diagnosis  of  the  disease  possible,  a  temporary  quarantine  or 
isolation  shall  be  imposed,  which  quarantine  or  isolation,  shall  be  in 
all  respects  governed  by  the  same  rules  and  regulations  as  a  perma- 
nent quarantine  or  isolation  and  shall  remain  in  effect  until  it  is  proven 
that  the  disease  is  not  one  of  a  contagious,  infectious  or  communicable 
nature. 

RULE  XIII. 

Quarantine  of  Doubtful  Cases.— In  all  instances  of  doubtful  diag- 
nosis, as  for  instance  where  the  physician  or  health  officer  is  unable 
to  distinguish  positively  between  chicken  pox  or  smallpox,  or  between 
a  diphtheria  or  tonsilitis,  it  is  ruled  that  the  public  shall  be  given  the 
benefit  of  the  doubt,  and  quarantine  or  isolation  restrictions  which  will 
protect  the  pubic  against  the  most  serious  of  the  diseases  suspected 
shall  be  imposed. 

RULE  XIV. 

Laboratory  of  State  Board  of  Health  Shall  Be  Arbiter. — In  all  mat- 
ters of  quarantine  or  isolation  or  release  from  quarantine  or  isolation 
depending  upon  bacteriological  findings  and  in  which  "difference  of 
opinion,  controversy  or  doubt  shall  arise,  the  findings  of  the  Hygienic 
Laboratory  of  the  State  Board  of  Health  shall  for  interpretation  or 
enforcement  of  these  regulations  be  considered  as  final. 

RULE  XV. 

Removal  to  Isolation  Hospital  Permissible. — Removal  of  quaran- 
tine or  isolated  persons  to  an  isolation  or  detention  hospital  under  the 
direction  of  a  health  officer  is  permissible. 

RULE  XVI. 

Sale  of  Milk  Prohibited- — (a)  The  sale,  distribution  or  use  of  milk 
or  dairy  products  from  premises  where  smallpox,  diphtheria,  septic  sore 
throat,  scarlet  fever,  epidemic  cerebro-spinal  meningitis,  acute  epidemic 
poliomyelitis,  typhoid  fever,  or  paratyphoid  fever  is  known  to  exist  is 
strictly  forbidden  unless  the  milk  is  handled,  milk  utensils  sterilized,  and 
stock  cared  for  and  product  transported  by  persons  entirely  disassociated 
with  the  quarantined  or  diseased  family,  .or  the  house  in  which  such 
persons  are  confined. 

(b)  The  sale,  distribution  or  use  of  milk  or  dairy  products  from 
a  place  where  tuberculosis  is  known  to  exist  is  strictly  forbidden  except 
by  written  permit  from  the  local  or  county  health  officer  in  whose  juris- 
diction the  sale,  distribution  or  use  of  mlk  is  contemplated.  Before 
issuing  such  permit,  the  health  officer  shall  satisfy  himself  by  personal 
investigation  that  such  milk  or- dairy  product  is  being  produced  or  sold 
under  conditions  that  will  not  menace  the  health  of  the  consumer  and 
shall  make  to  the  State  Board  of  Health  for  its  approval  a  full  and 
complete  statement  of  his  findings  as  a  result  of  his  investigation. 
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(c)  In  delivering  milk  to  families  in  which  there  exists  any  of  the 
diseases  named  in  paragraph  (a),  the  dairyman  shall  not  enter  the 
house,  nor  shall  he  permit  any  of  his  milk  bottles  or  vessels  to  be  taken 
into  or  from  such  house,  but  shall  pour  such  milk  as  each  family  wishes 
into  receptacles  furnished  by  the  customer  and  left  at  -  a  convenient 
place  outside  the  house. 

(d)  At  the  time  of  posting  the  quarantine  placard  in  cases  of  any 
of  the  diseases  mentioned  in  paragraph  (a)  and  in  which  milk  is  being 
furnished  from  outside  sources,  it  shall  be  the  duty  of  the  health  officer 
to  post  on  the  premises  at  the  entrance  or  entrances  where  milk  is 
customarily    delivered    a   placard    containing   the   following   admonition: 

"Notice  to  Milkmen." 

"A  case  of  communicable  disease  exists  in  this  house.  Bottles  of 
milk  must  not  be  left  on  these  premises,  and  empty  milk  bottles  must 
not  be  removed  while  this  placard   remains." 

This  placard  must  not  be  removed  except  by  order  of  the  health 
officer. 

RULE  XVII. 

Pet  Animals  to  Be  Excluded. — All  dogs,  cats  or  other  pet  animals 
owned  in  premises  containing  diseases  subject  to  quarantine  or  isola- 
tion shall  be: 

(a)  Excluded    from    house    for    quarantinable   diseases; 

(b)  Excluded  from  room  of  sick  persons  affected  with  actinomy- 
cosis, anthrax,  erysipelas,  favus,  glanders,  rabies,  septic  sore  throat  or 
ring  worm; 

(c)  If  admitted  to  house  or  sick  room,  given  disinfectant  bath  or 
wash  as  directed  by  the  health  officer  when  disinfection  of  premises  and 
persons  is  carried  out,  or,  if  not  so  disinfected  the  pet  animal  shall  be 
killed. 

RULE    XVIII. 

Quarantine  Periods. — The.  time  of  quarantine  or  isolation  of  all 
cases  of  infectious,  contagious  or  communicable  diseases  dangerous  to 
the  public  health  shall  be  such  time  as  in  the  judgment  of  the  local  or 
county  health  officer,  in  whose  jurisdiction  the  case  occurs,  it  may 
appear  safe  to  terminate  the  quarantine  or  isolation,  but  health  officers 
shall  be  governed  by  certain  minimum  periods  of  quarantine  or  isola- 
tion as  set  forth  in  the  special  regulations  regarding  each  disease. 

RULE  XIX. 

Termination  of  Quarantine  or  Isolation. — (a)  Persons  subjected  to 
quarantine  or  isolation  may  be  released  only  by  order  or  consent  of  the 
health   officer    (or  his   duly   authorized   representatives). 

(b)  In  all  instances  of  quarantine  or  isolation,  if  the  case  termi- 
nates by  death,  all  susceptibles  on  same  premises  shall  be  subject  to 
continued  quarantine  or  isolation  for  the  usual  period  of  incubation  of 
the  disease  for  which  quarantine  or  isolation  was  established,  dating 
from  death  of  patient  which  shall  be  considered  date  of  last  exposure. 

(c)  ^Before  consenting  to  release  from  quarantine  or  isolation,  the 
health  officer  (or  his  duly  authorized  representatives)  shall  prescribe 
and  direct  such  disinfection,  cleansing,  renovation,  fumigation  or  de- 
lousing  procedure  as  may  in  his  opinion  be  necessary  to  prevent  the 
spread  of  disease  but  health  officers  shall  be  governed  by  certain  mini- 
mum procedures   as  hereinafter   specified. 
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RULE   XX. 

Public  Funerals. — Since  members  of  households  and  others  who 
are  brought  in  contact  with  cases  of  communicable  disease  often  acquire 
infection,  and  even  though  they  manifest  no  active  symptoms  of  the 
disease  are  capable  of  transmitting  the  infection  to  others  in  more 
virulent  form,  and  since  public  funerals  promote  contact  between  rela- 
tives of  deceased  persons  and  the  general  public,  therefore,  the  hold- 
ing of  public  funeral  services  in  any  building  is  prohiDited  in  cases 
where  a  body  has  died  of  a  contagious  disease.  Private  prayers,  to 
which  attendance  is  restricted  to  immediate  relatives  or  members  of  the 
household  and  necessary  attendants,  may  be  held  at  the  residence  of 
deceased  persons  and  public  open  air  services  may  be  held  at  the 
cemetery.  Transportation  of  exposed  persons  to  and  from  the  cemetery 
shall  be  conducted  with  due  regard  to  safety  of  others.  The  prohibition 
of  public  funerals  shall  not  apply  to  diseases  enumerated  in  regula- 
tion   XXVI. 

RULE  XXI. 

Distribution  of  Books  Enjoined. — School  books,  or  books  from  pub- 
lic circulating  libraries  shall  not  be  taken  into  any  house  where  small- 
pox, diphtheria  or  scarlet  fever  exists,  and  if  the  school  or  library  books 
were -in  such  house  prior  to  the  establishment  of  quarantine  they  shall 
be  subjected  to  a  continuous  temperature  of  150  degrees  for  one  hour 
or  in  lieu  thereof  thoroughly  sunned  and  aired  for  a  period  of  two  weeks 
after  release  of  the  premises  from  quarantine  before  being  returned  to 

use  by  others,  or  if  not  subjected  to  either  of  the  foregoing  procedures 
said  books  shall  be  destroyed. 

RULE  XXII. 

Health  Officer  Must  Notify  School  Teacher  of  Infection. — When  any 
health  officer  shall  have  knowledge  of  the  existence  of  any  contagious 
or  infectious  disease  in,  any  home  from  which  any  child  attends  school, 
or  in  which  any  person  in  the  habit  of  frequenting  any  school  build- 
ing resides,  such  health  officer  shall  immediately  notify  the  superinten- 
dent of  schools,  if  located  in  a  town  having  a  superintendent  of  schtyols, 
or  the  teacher  of  the  schools,  in  the  immediate  school  district,  of  the 
existence  of  such  disease  and  the  house  in  which  the  disease  is  located. 

RULE  XXIII. 

Duties  of  Teachers  and  Parents. — (a)  Whenever  any  principal  or 
teacher  in  any  private,  parochial  or  public  school  has  reason  to  sus- 
pect that  any  pupil  under  his  or  her  supervision  is  suffering  from  or 
has  been  exposed  to  any  infectious,  contagious  or  communicable  dis- 
ease, he  or  she  shall  send  the  pupil  home  and  any  pupil  so  excluded 
shall  not  be  permitted  to  again  enter  school  until  such  pupil  shall  pre- 
sent a  certificate  from  the  local  or  county  health  officer  having  juris- 
diction, or  from  a  legally  qualified  physician  acting  by  authority  or 
consent  of  the  health  officer,  stating  that  the  pupil  is  not  infected  with 
or  suffering  from  any  infectious,  contagiqus  or  communicable  disease. 

(b)  Within  the  meaning  of  paragraph  (a)  principals  or  teachers 
shall  suspect  infection  or  contagion  in,  and  shall  exclude  from  school, 
any  pupil  suffering  from  or  exhibiting  any  of  the  following  symptoms: 
(1)  Severe  cough  or  cold,  (2)  Sore  throat  or  tonsilitis,  (3)  Any  catar- 
rhal symptoms  accompanied  by  fever,  or  fever  alone,  (4)  Any  eruption 
of  the  skin,  or  rash. 

(c)  In  addition  to  the  diseases  elsewhere  declared  to  be  subject  to 
quarantine  or  isolation,  any  child  shall  be  excluded  from  any  public, 
private  or  parochial  school  who  is  afflicted  with  any  of  the  following 
diseases:  Contagious  conjunctivitis  (pink-eye),  impetigo  contagiosa, 
ringworm,  or  scabies    (itch.) 
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(d)  No  person  afflicted  with  a  venereal  disease  (gonorrhea,  syphilis 
or  chancroid)  in  an  infectious  stage  shall  be  permitted  to  attend,  teach 
or  be  otherwise  employed  in  any  private,  parochial  or  public  school. 

(e)  School  teachers,  school  nurses,  school  physicians  or  health 
officers  shall  make  any  necessary  examination  of  children  attending 
school,  which  may  be  required  to  determine  the  presence  of  infectious 
or  contagious   disease,   or  carriers  of   infectious   or   contagious   diseases. 

(f)  Pupils  exposed  to  infectious,  contagious  or  communicable  dis- 
ease, or  residing  in  any  house  wherein  has  existed  any  infectious,  con- 
tagious or  communicable  disease,  shall  not  be  permitted  to  attend  school, 
without  written  permission  of  the  health  officer  having  jurisdiction,  or 
from  a  legally  qualified  physician  acting  by  authority  or  consent  of  the 
health  officer,  which  permit  shall  state  the  conditions  under  which  the 
pupil  may  attend  school,  and  that  all  regulations  of  the  State,  local  or 
county  boards  of  health  have  been,  or  are  being,  strictly  followed. 

(g)  Parents,  guardians  or  other  persons  having  custody  of  any 
child  or  children,  shall  not  permit  such  child  or  children  afflicted  with 
or  exposed  to  any  infectious,  contagious  or  communicable  disease  re- 
quired by  these  regulations  to  be  excluded  from  school,  to  attend  any 
school  except  in  compliance  with  all  regulations. 

RULE  XXI.V 

Closing"  of  Schools  When  Necessary. — (a)  Whenever  in  the  judg- 
ment of  the  State  Board  of  Health  (or  its  executive  urtlcer  or  his  rep- 
resentative), or, any  local  or  county  health  officer  or  board  of  health, 
it  is  advisable  to  close  the  school  because  of  the  prevalence  of  any  in- 
fectious, contagious  or  communicable  disease  or  diseases,  he  or  they  shall 
serve  written  notice  upon  the  board  of  school  directors  or  board  of  edu- 
cation or  the  responsible  officials  in  any  private,  parochial  or  Sunday 
school  in  the  district  or  area  in  which  such  disease  or  diseases  prevail, 
directing  them  to  close  such  schools  immediately,  nor  shall  any  board 
of  education  or  other  responsible  officials  permit  any  such  school  to  be 
reopened  until  permission  is  given  by  the  proper  health  officials. 

(b)  Whenever  any  person  afflicted  with  smallpvjx,  diphtheria  or 
scarlet  fever  shall  sojourn  or  be  found  in  attendance  in  any  school  room 
— public,  private,  parochial  or  church — such  school  room  shall  be  deemed 
infected  and  the  school  must  be  closed  until  the  room  has  been  thor- 
oughly cleansed  or  disinfected  under  the  direction  of  the  health  officer 
having   jurisdiction. 

SPECIAL  MEASURES. 

RULE  XXV. 

Isolation  of  Carriers. — Any  person  who  is  known  to  be  a  "carrier" 
is  hereby  declared  to  be  a  menace  to  the  public  health,  and  the  name 
and  address  of  such  person  shall  be  reported  immediately  to  the  local 
or  county  health  officer  in  whose  jurisdiction  such  person  resides.  The 
local  or  county  health  officer  shall  •immediately  investigate  and  report 
his  findings  and  recommendations  to  the  State  Board  of  Health.  Pend- 
ing the  receipt  of  instructions  from  the  State  Board  of  Health,  the  local 
or  county  health  officer  shall  isolate  the  carrier  if  in  his  judgment  the 
danger  to  the  community  necessitates  such  action.  In  event  any  known 
or  suspected  carrier  shall  leave  the  jurisdiction  of  a  local  or  county 
health  authority,  with  or  without  permission,  the  State  Board  of  Health 
shall  be  notified  by  the  local  or  county  health  officer  of  the  name  of 
the  carrier  and  his  destination. 


RULE  XXVI. 

Diseases   Requiring   Isolation   Bnt   Not    Quarantine    of   Premises. — 

(a)     In    all    cases    of   infectious,    contagious    or    communicable    diseases 
which  are  not  subject  to  regulations  of  quarantine  as  hereinafter  speci- 
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fietl,  the  patient  and  immediate  attendants  only  shall  be  subject  to 
isolation. 

(b)  Persons  afflicted  with  the- following  diseases  shall  be  subject 
to  this  rule:  Actinomycosis,  anthrax,  continued  fever  lasting  seven  (7) 
days,  dysentery  (both  amebic  and  bacillary),  erysipelas,  favus,  glanders, 
ophthalmia  neonatorum  (conjunctivitis  of  new  born  infants),  ophthalmia 
as  a  result  of  gonococcus  infection,  pneumonia  (acute  lobar),  rabies^ 
tetanus  and  trichinosis. 

(c)  Concurrent  disinfection  in  all  cases  of  these  diseases  must  be 
practiced. 

(d)  Terminal  cleansing  of  patient's  room  and  contents  is  required. 

RULE    XXVII. 

Chickenpox  (Varicella.) — Chickenpox  is  hereby  declared  to  be  a 
communicable  disease  and  subject  to  the  following  procedure: 

(a)  Premises  on  or  in  which  cases  occur  shall  be  placarded. 

(b)  Persons  afflicted  with  the  disease  shall  not  be  permitted  to 
attend  school  or  public  gatherings  and  shall  be  isolated  until  all  skin 
lesions  are  completely  healed  and  scabs  or  scales  are  shed. 

(c)  Susceptible  children  in  household  where  a  case  exists,  or  other 
contacts,  shall  be  quarantined  for  sixteen  (16)  days  after  date  of  last 
exposure,  provided  that,  if  well  on  third  day  after  onset  of  first  case, 
and  if  under  daily  observation  of  health  officer  or  school  nnrse,  they 
may  attend  school  between  third  and  fourteenth  day  after  first  exposure 
and  then  be  excluded  for  sixteen   (16)   days  after  last  exposure. 

(d)  Persons  immune  by  reason  of  previous  attack  are  subject  to  no 
restriction. 

(e)  Bread  winners,  non-immune,  may  continue  usual  work  if 
under  daily  observation  of  health  officer  or  physician,  but  shall  be 
isolated  immediately  on  appearance  of  first  symptoms. 

(f)  Since  chicken  pox  in  adults  occurs  but  rarely  and  since  this 
name  is  frequently  a  mistaken  diagnosis  of  smallpox  or  given  to  evade 
the  diagnosis  of  mild  cases  of  smallpox,  it  is  hereby  required  that  all 
persons  on  premises  where  such  cases  occur  shall  be  subject  to  the 
same  quarantine  and  isolation   restrictions  as   in   smallpox. 

(g)  Terminal  disinfection  is  not  required  except  in  cases  mentioned 
in  paragraph    (f). 

RULE   XXVIII. 

Cholera  (Asiatic.) — Asiatic  cholera  is  hereby  declared  a  communi- 
cable disease  subject  to  the  following  procedure: 

(a)  The  health  officer  having  jurisdiction  in  any  case  shall  report 
its  occurrence  immediately  by  wire  to  the  State  Board  or  Health. 

(b)  Premises  on  or  in  which  the  case  occurs  shall  be  immediately 
placarded  and  quarantined. 

(c)  All  members  of  the  household  in  which  the  case  exists  and 
contacts  shall  be  restricted  from  mingling  with  others  until  all  danger 
of  communicating  the  disease  is  past. 

(d)  All  patients  ill  with  the  disease  shall  be  isolated. 

(e)  All    excreta   from   the   patient   shall    be    effectively    disinfected 

and  disposed  of,  and  articles  subject  to  contamination  shall  not  be 
removed  from  room  or  building  without  special  instruction  or  permission 
of  the  health  officer. 

(f)  Patients,  contacts  or  carriers  shall  be  subject  to  any  special  or 
additional  rules  prescribed  by  the  State  Board  of  Health  or  its  Secretary. 

(g)  Terminal  cleansing  and  disinfection   is  required. 

42 


RULE  XXIX. 

Diphtheria  (Membranous  Croup.) — Diphtheria  or  membranous  croup, 
so  called,  has  been  declared  by  legislative  N  enactment  to  t>e  a  communi- 
cable disease  and  it  is  therefore  ruled  to  be  subject  to  the  following 
procedure: 

(a)  Premises  on  or  in  which  cases  occur  shall  be  placarded  and 
quarantined. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  until  all 
discharges  from  nose,  throat,  ears,  ulcers,  abscesses,  or  wounds  have 
ceased,  and  until  temperature  has  been  restored  to  normal,  provided, 
that  no  patient  shall  be  released  from  isolation  until  two  successive 
cultures  from  throat  and  nose  taken  at  least  twenty-four  (24)  hours 
apart  contain  no  diphtheria  bacilli,  such  cultures  not  to  be  taken  until 
at  least  nine  (9)  days  after  onset,  and  provided  further  that  when 
patients  or  their  proper  guardians  refuse  to  permit  the  taking  of 
cultures,  or  when  circumstances  in  rural  communities  make  such  pro- 
cedure impracticable,  the  minimum  quarantine  period  shall  be  not  less 
than  twenty-one   (21)    days  from  date  of  onset  of  the  last  case. 

(c)  All  persons  in  households  where  cases  exist  shan  be  confined 
to  the  premises,  provided,  that  where  such  persons  shall  have  been  proven 
not  to  be  infectious  by  two  successive  negative  cultures  from  throat  and 
nose  taken  at  least  twenty-four  hours  apart,  they  may  be  released  from 
such   restrictions   if   they   take   up   a   residence    elsewhere. 

(d)  All  persons  exposed  by  contact  with  a  case  of  diphtheria 
shall  be  quarantined  for  a  period  of  seven  (7)  days  but  may  be  released 
from  quarantine  if  proven  not  to  be  infectious  by  two  successive  nega- 
tive cultures  from  throat  and  nose  taken  not  less  tnan  twenty-four 
hours  apart.  The  health  officer  shall  determine  what  constitutes  ex- 
posure in  each  individual  instance. 

(e)  No  patient,  or  person  in  contact  with  patient,  v>.  person  exposed 
to  infection  shall  be  permitted  to  handle  any  article  of  food  until  clearly 
proven  to  be  non-infectious  as  per  procedure  in  preceding  paragraphs. 
The  sale  or  distribution  of  milk  or  food  from  infected  premises  is  ex- 
pressly prohibited  except  in  conformance  with  restrictions  in  Rule  XVI. 

(f)  Terminal  disinfection  of  premises  is  required. 

RULE  XXX. 

Epidemic  or  Streptococcus  (Septic)  Sore  Throat. — Epidemic  or 
streptococcus  (septic)  sore  throat  is  hereby  declared  to  be  a  communi- 
cable disease  and  subject  to  the  following  restrictions: 

(a)  No  member  of  the  household  in  which  a  case  exists  shall  attend 
school  or  public  gatherings. 

(b)  All  patients  ill  with  the  disease  shall  be  isolated  and  shall 
not  be  moved  from  premises  without  permission  of  the  health  officer 
having   jurisdiction. 

(c)  No  person  coming  in  contact  with  the  patient  shall  be  per- 
mitted to  handle  food  for  sale  or  for  public  consumption, 

(d)  The  sale  of  milk  or  dairy  products  from  premises  on  which 
the  disease  exists  is  prohibited,  except  in  conformance  with  Rule  XVI. 

(e)  All  preceding  restrictions  shall  apply  during  the  continuance  of 
the  case  and  for  five  (5)  days  after  disappearance  of  symptoms  in 
in  patient. 

(f)  Concurrent  disinfection  during  continuance  of  disease  must 
be  practiced  but  terminal  disinfection  is  not  required.  Patient's  room 
and  its  contents  must  undergo  cleansing. 
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RULE  XXXI. 

German  Measles  (Kotheln.) — German  measles  is  hereby  declared  to 
be  a  communicable  disease  and  subject  to  the  following  procedure: 

(a)  Premises  on  or   in  which  case  occur   shall   be  placarded. 

(b)  Patient  afflicted  with  the  disease  shall  not  be  permitted  to 
attend  school  or  other  public  gatherings  and  shall  be  isolated  for  a 
minimum  period  of  seven  days  after  the  appearance  of  the  rash  and 
until  all  discharges  from  the  nose,  ears,  and  throat,  have  disappeared 
and  cough  has  ceased. 

(c)  Snsceptibles  in  the  household  in  which  the  disease  exists,  or 
others  exposed  by  contact,  shall  be  quarantined  for  fifteen  days  after 
last  exposure,  provided  that  where  non-immune  children  may  be  observed 
daily  by  the  health  officer  or  a  school  nurse,  they  may  attend  school  for 
six  days  after  first  exposure  and  then  be  excluded  for  fifteen  days  after 
last  exposure. 

(d)  Adult  susceptibles  may  leave  premises  only  in  imperative  need 
and  then  only  by  permission  of  health  officer. 

(e)  Breadwinners,  non-immune,  may  continue  work  if  contact  with 
patient  is  prohibited  and  if  reporting  daily  to  health  officer  or  nurse, 
provided  work  does  not  bring  them  in  contact  with  children,  when  in 
such  case  they  shall  be  subject  to  same  restrictions  as  children  in 
paragraph   (c). 

(f)  Persons  immune  by  reason  of  previous  attack  are  subject  to  no 
restrictions. 

(g)  Terminal  disinfection  is  not  required. 

RULE    XXXII. 

Influenza. — Influenza  (epidemic)  is  hereby  declared  to  be  a  com- 
municable disease  and  subject  to  the  following  proced^ie: 

(a)  Patients  afflicted  with  the  disease  and  their  immediate  attend- 
ants shall  be  isolated. 

(b)  All  members  of  family,  not  engaged  in  imperative  business 
shall  remain  on  premises. 

(c)  Unnecessary  visiting  by  others  is  prohibited. 

.(d)  In  event  of  virulent  outbreaks,  the  State  Boaru  of  Health  or  its 
Secretary  may  issue  such  additional  instructions  for  quarantine  or  isola- 
tion as  may  be  deemed  necessary. 

(e)     Terminal   disinfection   other  than   cleansing,  sunning  and   airing 
is  not  required. 

♦  RULE   XXXIII. 

Measles  (Morbilli-Rubeola.) — Measles  has  been  declared  by  legis- 
lative enactment  to  be  a  communicable  disease  and  it  is  therefore  ruled 
to  be  subject  to  the  following  procedure: 

(a)'   Premises  on  or  in  which  cases  occur  shall  be  placarded. 

(b)  Patients  afflicted  with  the  disease  shall  not  be  permitted  to 
attend  school  or  other  .public  gatherings  and  shall  be  isolated  for  a 
minimum  period  of  seven  (7)  days  after  the  appearance  of  the  rash  and 
until  all  discharges  from  the  nose,  throat  and  ears  ha^«  disappeared  and 
cough  has  ceased- 

(c)  Susceptible  children  in  households  where  a  case  exists,  or 
others  exposed  to  the  disease,  shall  be  confined  to  the  premises  for 
fourteen  days  after  date  of  last  exposure,  provided  that  where  non- 
immune children  may  be  observed  daily  by  health  officer  or  school  nurse 
they  may  attend  school  for  seven  days  after  first  exposure  and  then  <be 
excluded  for  fourteen  days  after  last  exposure. 
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(d)  Adult  suspectibles  may  leave  premises  only  in  imperative  need 
and  then  only  by  permission  of  health  officer. 

(e)  Breadwinners,  non-immune,  may  continue  work  of  contact  with 
patient  is  prohibited  and  if  reporting  daily  to  health  officer  or  nurse, 
provided  work  does  not  bring  them  in  contact  with  children,  when  in 
such  cases  they  shall  be  subject  to  same  restrictions  as  children  in 
paragraph   (c). 

(f)  Persons  immune  by  reason  of  previous  attack  *are  subject  to 
no  restrictions. 

(g)  Terminal  disinfection  is  not  required. 

4 

RULE   XXXIV. 

Meningitis  (Epidemic  Cerebro- Spinal.) — Cerebro-spinal  meningitis 
has  been  declared  by  the  legislature  to  be  a  communicable  disease  and  it 

is  therefore  ruled  to  be  subject  to  the  following  procedure: 

(a)  Premises  on  or  in  which  cases  occur  shall  be  placarded  and 
quarantined. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  and  con- 
tact with  all  others  except  physician  and  caretaker  prohibited  for  a 
period  of  not  less  than  two  weeks  from  date  of  onset  and  until  the 
temperature  has  returned   to  normal. 

(c)  Persons  from  a  household  in  which  the  disease  exists  shall 
not  attend  school  or  places  of  public  assemblage  for  a  period  of  four- 
teen (14)  days  from  the  last  contact  with  the  patient  which  date  shall 
be   determined   by  the  health   officer.* 

^d)  Adult  wage-earners  of  the  household,  if  the  patient  is  prop- 
erly isolated,  may  continue  their  vocations  if  their  employment  does 
not  bring  them  in  contact  with  children  and  is  such  as  to  keep  them 
in  the  open  air.  Mingling  with  others  than  members  of  the  household 
in  buildings  or  rooms  is  forbidden. 

(e)  Concurrent  disinfection  shall  be  practiced. 

(f)  Efficient  screening  and  use  of  approved  insecticides  shall  be 
employed  to  prevent  access  of  insects  to  the  patient  or  his  secretions  or 
excretions. 

(g)  The  sale  of  milk  or  foods  from  infected  premises  is  expressly 
prohibited  except  in  conformance  with  restrictions  in  Rule  XVI. 

(h)  Terminal  disinfection  is  not  required,  but  patient's  room  and 
its   contents   must  undergo   thorough   cleansing,   sunning   and   airing. 

(i)  In  event  the  disease  shall  assume  epidemic  proportions  these 
provisions  may  be  supplemented  by  the  State  Board  of  Health  or,  in 
the    interim    of    its    meetings,    by    its    Secretary    and    executive    officer. 

RULE   XXXV. 

Mnmps  (Epidemic  Parotitis.) — Mumps  or  epidemic  parotitis  is  here- 
by declared  to  be  a  communicable  disease  and  subject  to  the  following 
procedure : 

(a)  Premises  on   or  in  which  the  case  occurs  shall   be  placarded. 

(b)  Patients  afflicted  with  the  disease  shall  not  be  permitted  to 
attend  school  or  other  public  gatherings  and  shall  be  isolated  for  a 
minimum  period  of  fourteen  days  after  onset,  or  one  week  after  dis- 
appearance of  swelling,  or  longer  if  throat,  nose  or  ears  are  affected,  or 
orchitis,  etc.,  is  still  present. 


♦(Note — Where  laboratory  facilities  are  immediately  available  and  cultures 
may  be  transported  at  body  temperatures,  it  is  recommended  that  all  patients 
and  contacts  be  held  in  isolation  until  nose  and  throat  secretions  are  proven 
to  be  free  from  meningococci  or  diplococci   intracellularis.) 
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(c)  Susceptible  children  in  households  where  the  case  exists  shall 
be  confined  to  the  premises  for  twenty-five  days  after  date  of  last 
exposure,  Provided  that  where  parents,  of  such  non-immune  children  will 
agree  to  watch  them  carefully  and  report  immediately  to  the  health 
officer,  school  nurse  or  teacher,  such  children  may  be  permitted  to 
attend  school  but  must  be  excluded  immediately  on  appearance  of  first 
suspicious  symptoms.  Especial  attention  must  be  given  such  susceptibles 
during  period  between  fourteen  days  after  first  exposure  and  twenty-five 
days  alter  lasf  exposure,  and  health  officers  may,  if  they  so  desire, 
arbitrarily   quarantine   susceptibles   during   this   period. 

(d)  Breadwinners,  non-immune,  may  continue  usual  occupation 
under  agreement  to  report  immediately  to  health  officer  the  appearance 
of  first  suspicious  symptoms. 

(e)  Persons  immune  by  reason  of  previous  attack  are  subject  to 
no    restrictions. 

(f)  Terminal  disinfection  is  not  required. 

RULE   XXXVI. 

Plague  (Bubonic  or  Pneumonic.) — Plague  (bubonic  or  pneumonic) 
is  hereby  declared  to  be  a  communicable  disease  subject  to  the  follow- 
ing procedure: 

(a)  The  health  officer  having  jurisdiction  in  any  case  shall  report 
its  occurrence  immediately  by  wire  to  the   State   Board   of  Health. 

(b)  Premises  on  or  in  which  the  case  occurs  shall  be  immediately 
placarded. 

(c)  All  members  of  the  household  in  which  the  case  exists  and  all 
contacts  shall  be  quarantined  until  all  danger  of  communicating  the 
infection  is  past. 

(d)  All  patients  ill  with  the  disease  shall  be  isolated. 

(e)  Concurrent  disinfection  must  be  practiced,  and  articles  subject 
to  contamination  shall  not  be  removed  from  room  or  building  without 
special  instruction  or  permission  of  the  health  officer. 

(f)  Every  attention  shall  be  given  to  ridding  the  immediate  and 
adjacent  premises  of  fleas,  bed  bugs  or  other  vermin,  and  to  the  de- 
struction of  small  animals  and  rodents  which  may  be  such  insect  carriers. 

(g)  Patients,  contacts  or  possible  carriers  shall  be  subject  to  any 
special  or  additional  rules  prescribed  by  the  State  Board  of  Health 
or  its  Secretary. 

(h)  Terminal  renovation  and  fumigation  with  sulphur  dioxid  is 
required. 

RULE  XXXVIII. 

Poliomyelitis. — Anterior  poliomyelitis  or  infantile  paralysis  has  been 
declared  by  legislative  enactment  to  be  a  communicable  disease  and  it 
is   therefore   ruled   to   be   subject   to   the   following  procedure: 

(a)  Premises  on  or  in  which  cases  occur  shall  be  placarded  and 
quarantined. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  and  con- 
tact with  all  others  except  physician  and  caretaker  prohibited  for  a 
period  of  not  less  than  two  weeks  from  date  of  onset  and  until  the  tem- 
perature has  returned  to  normal. 

(c)  Persons  from  a  household  in  which  the  disease  exists  shall 
not  attend  school  or  places  of  public  assemblage  for  a  period  of  four- 
teen (14)  days  from  the  last  contact  with  the  patient  which  date  shall 
be  determined  by  the  health  officer. 

(d)  Adult  wage-earners  of  the  household,  if  the  patient  is  properly 
isolated,  may  continue  their  vocations,  provided  their  employment  does 
not  bring  them  in  contact  with  children. 
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(e)  Concurrent  disinfection  shall  be  practiced. 

(f)  Efficient  screening  and  use  of  approved  insecticides  shall  be 
employed  to  prevent  access  of  insects  to  the  patients  or  his  secretions 
or  excretions. 

(g)  The  sale  of  milk  or  food  from  infected  premises  is  expressly 
prohibited  except  in  conformance  with  restrictions  in  Rule  XVI. 

(h)  Terminal  disinfection  is  not  required  but  room  and  all  articles 
in  it  must  undergo  thorough  cleansing,  sunning  and  airing. 

(i)  In  event  the  disease  shall  assume  epidemic  proportions  thes*e 
provisions  may  be  supplemented  by  the  State  Board  of  Health  or,  in 
the  interim  of  its  meetings,  by  its  Secretary  and  executive  officer. 

RULE  XXXVIII. 

Scarlet  Fever  (Scarletina.) — Scarlet  fever  has  been  declared  by 
legislative  enactment  to  be  a  communicable  disease  and  it  is  therefore 
ruled  to  be  subject  to  the  following  procedure: 

(a)  Premises  on  or  in  which  cases  occur  shall  be  placarded. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  for  a 
minimum  period  of  twenty-eight  days  after  onset,  and  longer  if  dis- 
charges from  nose,  throat,  ears,  ulcers,  abscess  or  wounds  have  not 
ceased  and  if  temperature  has  not  been  restored  to  normal. 

(c)  All  persons  in  households  where  cases  exist  shall  be  confined 
to  the  premises,  Provided  that  if  such  persons  take  a  residence  else- 
where, they  may  be  released  from  quarantine  restrictions  after  an  isola- 
tion period  of  seven  days  from  last  contact. 

(d)  All  persons  exposed  through  contact  with  one  ill  with  the 
disease,  shall  be  quarantined  for  a  period  of  seven  days  from  date  of 
fast  contact.  The  health  officer  shall  determine  what  constitutes  ex- 
posure  or  contact. 

(e)  No  patient  or  person  in  contact  with  or  exposed  to  patient 
shall  be  permitted  to  handle  any  article  of  food  intended  for  public  con- 
sumption, sale  or  distribution  until  the  expiration  of  all  quarantine  or 
isolation  periods,  and  until  the  health  officer  shall  have  pronounced  said 
patient  or  other  person  to  be  non-infectious. 

The  sale  of  milk  or  foods  from  infected  premises  is  expressly  pro- 
hibited except  in  conformance  with  restrictions  in  Rule  XVI. 

(f)  Terminal  disinfection  is  required. 

RULE'  XXXIX. 

Smallpox  (Variola.) — Smallpox  has  been  declared  by  legislative  en- 
actment to,  be  a  communicable  disease  and  it  is  therefore  ruled  to  be 
subject  to  the,  following  procedure:* 

(a)  Premises  on  or  in  which  cases  occur  shall  be  placarded. 

(b)  Patients  afflicted  with  the  disease  shall  not  attend  school  or 
public  gatherings  and  shall  be  isolated  until  all  skin  lesions  are  com- 
pletely healed  and  scabs  or  scales  are  shed. 

(c)  All  persons  in  household  or  persons  exposed  to  the  disease 
who  have  not  had  the  disease  or  been  successfully  vaccinated  shall  be- 
confined  to  the  premises  for  twenty-one  days  after  date  of  last  exposure, 
provided  that  if  all  non-immune  persons  shall  undergo  successful  vacci- 
nation and  refrain  from  contact  with  the  patient,  they  may  be  released 
from  such  restrictions. 

(d)  The  health  officer  shall  determine  as  to  what  constitutes  con- 
tact or  exposure,  and  successful  vaccination  in  each  individual  instance. 


*(Note — See  Paragraph   (f),  Rule  XXVII  in  re  "Chickenpox"  in  adults.) 
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(e)  The  salo  of  milk  or  food  from  infected  premises  is  expressly 
prohibited   except  in  conformance  with  the   restrictions  in   Rule  XVI. 

(f)  Whenever  smallpox  exists  or  is  threatened  in  any  school  dis- 
trict or  part  thereof,  the  State  Board  of  Health  (or,  in  the  interim  of 
its  meetings,  its  secretary  and  executive  officer)  may  direct  the  local 
or  county  health  officer  having  jurisdiction  to  prohibit  the  attendance 
at  school  in  any  such  district  or  part  thereof  for  a  period  of  twenty- 
five  days  after  the  appearance  of  smallpox  of  any  and  all  pupils  and 
teachers  who  have  not  been   successfully  vaccinated.' 

Should  new  cases  of  smallpox  continue  to  develop  m  such  school 
district  or  part  thereof,  after  the  expiration  of  twenty-five  days,  such 
order  may  be  renewed  for  another  period  of  twenty-five  days  or  so  many 
days  thereof  as  the  State  Board  of  Health  (or  its  secretary  and  execu- 
tive officer)   may  deem  necessary  in  order  to  control   cne  epidemic. 

In  the  event  that  any  board  of  education  or  school  board  or  princi- 
pal or»  teachers  in  any  school  district  or  part  thereof,  where  the  disease 
is  present,  shall  fail  to  cooperate  in  the  enforcement  of  such  order,  the 
school  may  be  ordered  to  be  closed,  and,  in  extreme  cases,  church  serv- 
ices suspended  and  public  assemblages  of  people  at  shows,  circuses, 
theaters,   fairs  or  other  gatherings  prohibited. 

The  reports  of  physicians  or  of  local  or  county  health  officers  shall 
be  prima  facie  evidence  of  the  existence  of  the  disease  in  any  community. 

(g)  Local  or  county  boards  of  health  shall  have  authority  by  rule 
and  regulation  to  make  and  impose  any  additional  restrictions  or  meas- 
ures for  control  as  they  deem  fit. 

(h)     Terminal  disinfection  is  required. 

RULE  XL. 

Rocky  Mountain  "Spotted"  or  "Tick"  Fever.— "Spotted"  or  "tick" 
fever  has  been  declared  by  the  legislature  to  be  a  communicable  dis- 
ease and  it  is  therefore  ruled  to  be  subject  to  the  following  procedure: 

(a)  Inasmuch  as  "spotted"  or  "tick"  fever  is  transmitted  only 
through  the  bite  of  infected  wood  ticks,  quarantine  and  placarding  of 
premises  is  not  required. 

(b)  Patients   shall   be   isolated. 

(c)  Concurrent  disinfection  shall  be  practiced. 

(d)  Terminal  cleansing  of  patient's  room  and  contents  is  required. 

RULE  XLI. 

Trachoma. — Trachoma  is  hereby  declared  to  be  a  communicable 
disease  and  subject  to  the  following  restrictions: 

(a)  No  child  suffering  from  trachoma  shall* be  permitted  to  attend 
any  public,  private  or  parochial  school.  • 

(b)  Teachers  having  reason  to  believe  that  any  of  the  children 
under  their  care  are  suffering  from  trachoma  shall  notify  the  county 
and  local  health  officer  and  the  parents  of  said  child. 

(c-)     Patients,   and  parents  of  children   having  the   disease  shall  be 

given  special  instructions  as  to  means  of  preventing  infection  of  others 
and  of  the  danger  of  the  use  of  common  towels,  wash  basins,  etc. 
Intimate  contact  by  the  patient  with  others  must  be  prohibited  and 
personal  hygiene  must  be  insisted  upon. 

XLII. 

Tuberculosis- — Tuberculosis  has  been  declared  by  legislative  enact- 
ment to  be  a  communicable  disease  and  it  is  therefore  ruled  to  be  sub- 
ject to  the  following  procedure: 

(a)  Health  officers  shall  regard  all  reports  of  cases  as  confidential, 
not  open  to  general  public  inspection. 
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(b)  Placarding  or  quarantine  is  not  required  except  in  instances 
provided  for  by  paragraph    (c). 

(c)  When,  in  the  opinion  of  the  local  or  county  health  officer,  per- 
sons afflicted  with  tuberculosis  endanger  the  public  healtn  by  continu- 
ously and  repeatedly  ignoring  or  violating  sanitary  rules  and  restrictions 
imposed  by  this  regulation,  the  local  or  county  health  officer  shall 
placard  the  premises  so  that  the  public  may  be  warned  of  the  presence 
of  the  disease  in  such  persons  or  households. 

(d)  All  clinically  diagnosed  cases  of  tuberculosis  shall  be  regard- 
ed as  infectious  until  six  consecutive  specimens  at  48  hour  intervals 
properly  collected  and  examined  shall  prove  negative. 

(e)  In  all  known  infectious  cases  of  tuberculosis,  the  health  officer 
shall,  through  the  attending  physician,  and  if  no  attending  physician, 
then  personally,  insure  that  patients  and  their  attendants  are  supplied 
with  sanitary  instructions  furnished  by  the  State  Board  of  Health  for 
the  prevention  of  infection  of  others. 

(f)  All  sputum  of  such  cases  must  be  received  in  a  sputum  cup, 
or  cloth,  or  paper  napkin  that  can  be  burned.  All  surgical  dressings 
removed  from  a  tuberculosis  lesion  must  be  burned. 

(g)  All  hospitals  accepting  for  treatment  or  care,  any  person  suf- 
fering from  tuberculosis  shall  provide  separate  quarters,  rooms  or 
wards  for  such  cases,  and  such  quarters,  rooms  or  wards  shall  not  be 
used  for  the  treatment  or  care  of  persons  not  afflicted  with  tuberculosis, 
until  they  have  undergone  thorough  cleansing  and  disinfection. 

Where  tuberculosis  patients  are  committed  to  any  county  or  city 
hospital  or  county  home  or  farm,  provisions  for  their  care  must  be  pro- 
vided as  required  for  hospitals. 

In  all  such  hospitals  or  other  institutions  of  a  public  character 
where  persons  suffering  from  tuberculosis  are  received  for  care  or  treat- 
ment separate  bedding,  towels,  dishes  and  nappery  must  be  provided 
for  such  persons,  and  must  at  all  times  be  kept  entirely  separate  from 
those  provided  for  other  patients. 

(h)  No  child,  janitor,  teacher  or  other  person  suffering  from  tuber- 
culosis in  a  communicable  or  infectious  form  shall  attend,  frequent  or 
be  employed  in  any  public,  private  or  parochial  school.  In  the  event 
that  any  person  so  mentioned  is  believed  to  be  suffering  from  pulmonary 
or  laryngeal  tuberculosis,  the  local  or  county  health  officer  upon  receipt 
of  information  of  such  belief  shall  make  prompt  and  diligent  investiga- 
tion and  satisfy  himself  either  by  personal  examination  or  by  a  written 
certification  from  a  legally  qualified  physician  of  the  necessity  of  exclu- 
sion of  such  individual  from  school,  and  until  such  examination  or  certi- 
fication shall  be  made  the  individual  shall  be  excluded  from  school. 

(i)  No  person  afflicted  with  infectious  tuberculosis  shall  frequent 
any  establishment  or  engage  in  any  occupation  involving  the  manu- 
facture,  preparation,  sale   or   distribution   of  food   products. 

Upon  receipt  of  information  or  belief  that  any  person  so  frequenting 
or  so  employed  is  afflicted  with  tuberculosis  the  local  or  county  health 
officer  in  whose  jurisdiction  the  case  exists  shall  require  such  person  to 
cease  such  frequenting  or  employment  until  by  personal  examination  or 
by  written  certification  from  a  legally  qualified  physician  the  health 
officer  is  satisfied  such  person  is  non-infectious. 

(j)  When  any  dwelling,  or  any  room  or  compartment  in  any  hotel, 
lodging  house  or  apartment  house  is  vacated  after  having  been  occupied 
by  any  person  suffering  from  tuberculosis,  such  dwelling,  room  or  com- 
partment shall  be  thoroughly  cleansed  and  disinfected. 
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RULE  XLIII. 

Typhoid  Fever  (Enteric  Fever.)— Enteric  or  typhoid  fever  has  been 
declared  by  legislative  enactment  to"  be  a  communicable  disease,  and  is 
therefore  ruled  to  be  subject  to  the  following  procedure: 

(a)  Premises  on  or  in  which  cases  exist  shall  be  placarded. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  as  far  as 
is  practicable  until  recovery,  and  contact  with  any  but  necessary  nurse 
or  attendants  should  be  discouraged. 

(c)  No  restrictions  shall  apply  to  other  members  of  the  household, 
except  that  during  the  continuance  of  the  disease  upon  any  premises 
no  resident  of  such  premises  in  contact  with  the  patient  shall  be  per- 
mitted to  engage  in  the  handling  on  sale  of  milk  or  food  for  public  con- 
sumption or  distribution,  provided  however  that  if  persons  on  such 
premises  shall  take  up  a  residence  elsewhere  and  fail  to  develop  any 
symptoms  of  the  disease  within  three  weeks  from  date  of  last  contact 
they  may  resume  occupations  which  may  involve  the  handling  of  food 
products.  The  health  officer  shall  determine  the  extent  of  exposure  and 
contact. 

(d)  Patients  on  recovery  shall  not  engage  in  the  manufacture, 
preparation,  sale  or  distribution  of  milk  or  food  products  until  speci- 
mens of  intestinal  and  renal  excretions  submitted  to  the  hygienic  labora- 
tory of  the  State  Board  of  Health  as  per  its  requirements,  are  proven 
to  be  free  from  typhoid  bacilli. 

(e)  The  sale  of  milk  or  foods  from  infected  premises  is  expressly 
prohibited  except  in  conformance  with  Rule  XVI. 

(f)  Concurrent  disinfection  of  all  excreta  from  patients  must  be 
rigorously  performed.  The  health  officer  shall  charge  the  householder 
and  nursing  attendant  with  responsibility  of  performance  of  this  dis- 
infection. He  shall  see  that  each  householder  is  supplied  with  printed 
instructions  regarding  the  prevention  of  typhoid  fever  distributed  by  the 
State  Board  of  Health.  The  room  of  patient  shall  be  screened  and  every 
effort  made  to  exclude  flies. 

(g)  The  health  officer  shall  make  a  sanitary  inspection  or  survey 
of  all  premises  on  or  in  which  cases  of  typhoid  fever  exist  or  originate 
(and  should  also  make  a  sanitary  survey  of  the  city,  town  or  district 
involved)  and  if  he" shall  find  any  watercloset,  privy,  cesspool,  barn  or 
barn  yard  in  an  insanitary  condition  or  in  a  condition  contrary  to 
nuisance  regulations,  he  shall  immediately  order,  by  written  notice,  the 
correction  of  such  conditions  by  the  person  responsible  for  their  main- 
tenance, and  shall,  if  necessary,  enforce  such  order  by  filing  of  com- 
plaint  and   prosecution. 

(h)  Any  domestic  water  supply  shown  to  be  a  positive  or  probable 
source  of  infection  shall  not  be  used,  except  under  special  instructions 
or  orders  of  the  health  officer,  and  if  in  the  belief  of  the  health  officer 
the  insanitary  surroundings  of  any  source  of  domestic  water  supply  are 
beyond  only  temporary  remedies,  he  shall  condemn  such  water  supply 
and  prohibit  its  further  use  until  it  is  proven  safe. 

(i)  Terminal  disinfection  of  patient's  room  and  contents  and  con- 
taminated articles  only  is  required. 

RULE  XLIV. 

Typhus  Fever. — Typhus  fever  has  been  declared  by  legislative  en- 
actment to  be  a  communicable  disease  and  it  is  therefore  ruled  to  be 
subject  to  the  following  procedure: 

(a)  The  health  officer  having  jurisdiction  in  any  case  shall  report 
its  occurrence  immediately  by  wire  to  the  State  Board  of  Health. 

(b)  Premises  on  or  in  which  the  case  occurs  shall  be  immediately 
placarded. 
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(c)  All  members  of  the  household  in  which  the  case  exists,  and 
contacts  shall  be  immediately  quarantined  and  restricted  from  mingling 
with  others  until  the  danger  of  communicating  the  disease  is  past,  and 
until  deloused. 

(d)  All  patients  ill  with  the  disease  shall  be  isolated. 

(e)  Concurrent  disinfection  must  be  practiced,  and  all  articles  sub- 
ject to  contamination  shall  not  be  removed  from  room  or  building  with- 
out special  instruction  or  permission   of  the  health  officer. 

(f)  Every  attention  shall  be  given  to  ridding  the  immediate  and 
adjacent  premises  and  its  inhabitants  of  lice,  bed-bugs  and  other  vermin, 
and  to  prevent  access  of  vermin  to  patient. 

(g)  Patients,  contacts  or  carriers  shall  be  subject  to  any  special  or 
additional  rules  prescribed  by  the  State  Board  of  Health  or  its  secretary. 

(h)  Terminal  renovation  and  fumigation  with  sulphur  dioxid  is 
required. 

RULE  XLV. 

Whooping  Cough  (Pertussis.) — Whooping  cough  has  been  declared 
by  legislative  enactment  to  be  a  communicable  disease  and  it  is  there- 
fore ruled  to  be  subject  to  the  following  procedure: 

(a)  Premises  on  or  in  which  cases  occur  shall  be  placarded. 

(b)  Patients  afflicted  with  the  disease  shall  be  isolated  for  a 
period  of  not  less  than  five  weeks  from  date  of  onset,  and  until  one 
week  after  the  last  characteristic  paroxysmal  *cough  or  "whoop,"  provided,  - 
that  upon  receipt  of,  a  signed  agreement  of  parent  or  guardian  that  on 
any  occasion  when  the  patient  shall  leave  the  premises  said  patient  will 
be  in  charge  of  an  adult  who  will  assume  full  responsibility  of  prevent- N 
ing  contact  with  susceptibles,  and  that  patient  will  be  kept  away  from 
schools,  moving  picture  shows  or  other  places  of  public  assemblage,  the 
health  officer  may  issue  written  permission  for  leaving  the  premises  on 
specified  occasions,  and  the  health  officer  may  in  his  discretion  require 
a  distinguishing   arm   band   in   addition   to   the   foregoing   requirements. 

(c)  Susceptibles  under  fourteen  years  of  age  in  any  household 
where  the  disease  exists  shall  not  be  permitted  to  attend  school  or  public 
gatherings  for  fourteen  days  after  last  exposure,  nor  shall  any  child  leave 
any  premises  where  the  disease  exists  without  permission  of  the  health 
officec  as  in  paragraph   (b). 

(d)  Terminal  disinfection   is  not  required. 

PART  III. 
SANITARY  REQUIREMENTS. 

RULE  I. 

Health  Officers  to  Inspect  Public  Buildings. — It  shall  be  the  duty 
of  each  local  or  county  health  officer  to  make  at  least  one  anual  inspec- 
tion of  all  school  buildings,  churches,  theatres  and  other  public  buildings 
within  his  jurisdiction,  and  at  such  other  times  as  he  may  deem  neces- 
sary or  when  he  may  be  directed  so  to  do  by  the  State  Board  of  Health 
or  its  executive  officer,  and  if  any  school  site,  school  room  or  other 
public  building,  or  part  thereof,  is  found  in  such  insanitary  condition 
as  to  endanger  the  health  or  lives  of  those  who  attend  school  therein, 
or  frequent  the  same,  the  health  officer  shall  order  the  school  closed 
or  the  use  of  any  other  public  building  discontinued  or  restricted  until 
such  insanitary  condition  has  been  removed  or  corrected. 

RULE  II. 
Sanitary  Requirements  for  School  Sites  and  Schoolhouses. 

(a)  School  Sites. — All  school  sites  shall  be  well  drained  and  main- 
tained in  a  sanitary  condition  subject  to  the  approval  of  the  State, 
county  or  local  health  officer.    (See  Sec.  1600,  Chap.  XVI,  Laws  of  1919.) 
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(b)  Flans  -to  Be  Submitted  for  Approval. — All  schoolhouses  here- 
after erected,  repaired  or  enlarged  in  any  school  district  at  an  expense 
which  shall  exceed  five  hundred  ($5t)0.00)  dollars  must  conform  to  the 
following  requirements,  and  plans  and  specifications  showing  in  detail 
the  ventilation,  lighting  and  heating  of  such  buildings,  shall  be  sub-, 
mitted  for  approval  to  the  State  Board  of  Health.  trfee  Sec.  1601, 
Laws  1913.)  These  rules  shall  also  apply  to  all  school  buildings  now 
erected  in  towns  of  1000  or  more  inhabitants.* 

(c)  Heating. — The  heating  plant  must  be  of  such  character  that 
the  temperature  of  the  room  or  rooms  can  easily  be  kept  at  70  degrees 
during  the  most  severe  weather. 

(d)  Lighting. — The  light  shall  come  from  the  left  or  from  the  left 
and  rear^of  each  school  room  and  the  window  space  shall  be  not  less 

than  one-seventh  of  the  floor  space  of  each  room.  (See  Sec.  1602,  Chap. 
XV,  Laws  of  1913.)  Windows  must  come  to  within  one  foot  of  ceiling 
and  no  blackboards  shall  be  placed  between  windows. 

(e)  Ventilation. — All  plans  shall  provide  at  least  fifteen  square 
feet  of  floor  space  and  two  hundred  ■  cubic  feet  of  air  opace  for  each 
pupil  to  be  accommodated  in  each  Study  or  recitation  room  therein,  and 
at  least  thirty  cubic  feet  of  pure  air  per  minute  per  pupil  shall  be 
furnished  by  a  satisfactory  ventilating  system,  which  shall  also  provide 
means  for  exhausting  the  foul  or  vitiated  air  from  the  room.  (Sec.  1602, 
Chap.  XV,  Laws  of  1913.)  In  buildings  of  more  than  four  rooms,  where 
practicable,  some  form  of  forced  ventilation  must  be  provided   and  the 

.  State  Board  of  Health  musl;  be  advised  of  existing  conditions   so  that 
practicability  or  impracticability  may  be  determined  by  it 

(f)  Water  Supply. — School  boards  or  boards  of  education  shall 
provide  each  school  premise  with  a  wholesome  and  pure  water  supply 
free  from  contamination.  Where  water  from  mains  is  supplied  sanitary 
drinking  fountains  must  be  provided.  The  use  of  common  drinking  cups 
or  buckets  is  prohibited,  but  containers  which  conform  to  requirements 
in  Rule  III,  Part  III,  of  these  regulations  are  permissible. 

(g)  Toilets. — Where  a  sewage  disposal  plant  is  available  all  toilets 
or  water-closets  must  be  connected  with  sewers,  and  fitted  with  sanitary 
plumbing  all  exposed.  All  toilet  rooms  must  be  well  lighted  and  pro- 
vided with  ventilators  distinct  from  those  connected  with  the  school 
room  or  corridors.  Toilets  must  be  kept  in  a  sanitary  condition  and 
walls  free  from  filth  and  obscene  defacing  marks  or  writings.  • 

(h)  Privies. — Except  it  hj3  water  tight,  no  school  privy  or  water 
closet  shall  be  located  within  100  feet  of  any  well  or  cistern  and  it  must 
be  so  located  that  surface  drainage  or  seepage  therefrom  will  not  reach 
any  well  or  cistern.  AH  school  privies  or  water  closets  shall  be  main- 
tained in  a  sanitary  condition,  and  walls  of  buildings  must  be  kept  free 
from  filth  or  obscene  defacing  marks  or  writings. 

(i)  Vestibules- — No  one  and  two  room  schoolhouses  shall  be  erected 
without  a  vestibule  of  reasonable  size.  (Sec.  1605,  Chap.  XV,  Laws  of 
1913.) 

RULE  III. 

(a)  Common  Drinking  Cups  Prohibited. — No  person,  firm  or  cor- 
poration conducting,  having  charge  of,  or  control  of,  any  hotel,  restau- 
rant, pool  hall,  soda  fountain,  store,  theatre,  public  hall,  public  or  pri- 
vate school,  church,  hospital,  club,  office  building,  park,  playground, 
lavatory  or  wash  room,  barber  shop,  railroad  train,  boat,  or  any  other 
public  place,  building,  room  or  conveyance,  shall  provide  or  expose  for 
common  use,  or  permit  to  be  so  provided  or  exposed,  or  to  allow  to  be 
used  in  common,  any  cup,  glass,  or  other  receptacle  used  for  drinking 
purposes. 


*(Note — It    is    earnestly    recommended    that    all    schoolhouses    conform    to 
these  requirements.) 
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(b)  Common  Use  Defined. — For  the  purposes  of  this  rule  the  term 
"common  use"  when  applied  to  a  drinking  receptacle  shall  be  defined 
as  its  use  for  drinking  purposes  by,  or  for,  more  than  one  person  with- 
out   its   being   thoroughly    cleansed    and    sterilized    between    consecutive 

uses  thereof;   provided,  that  nothing  in  this  act  is  to  be  construed  as 
prohibiting  the  use  of  cups  or  devices  for  individual  use  only. 

(c)  Common  Water  Containers  Prohibited. — No  cask,  water  cooler 
or  other  receptacle  shall  be  used  for  storing  or  supplying  drinking  water 
to  the  public  or  to  employes  unless  it  is  covered  and  protected  so  as 
to  prevent  persons  from  dipping  the  water  therefrom  or  contaminating 
the  same. 

RULE   IV. 

(a)  Common  Towels  Prohibited. — No  person,  firm  or  corporation 
conducting,  operating,  having  charge  of,  or  control  01,  any  hotel,  res- 
taurant, factory,  store,  barber  shop,  office  building,  school,  public  hall, 
railroad  train,  railway  station,  boat,  or  any  other  public  place,  room  or 
conveyance,  shall  maintain  or  keep  in  or  about  any  such  place  any  towel 
for  common  use. 

(b)  Common  Use  Defined. — For  the  purpose  of  this  rule  the  term 
"common  tfse"  when  applied  to  a  towel  shall  be  defined  as  its  use  by,  or 
for,  more  than  one  person  without  its  being  laundered. 

RULE  V. 

"Sale  of  Sewage  Irrigated  Vegetables  Prohibited." — Since  the  use  of 
vegetables  from  sewage  irrigated  farms  may  be  a  factor  in  the  trans- 
mission of  typhoid  fever,  the  sale  of  all  vegetables  grown  on  farms 
irrigated  with  human  sewage  is  prohibited. 

RULE    VI. 

(a)  Disposal  of  Human  Excreta  in  Towns  and  Cities. — All  human 
excreta  in  towns  and  cities  (incorporated  or  unincorporated)  must  be 
disposed   of  in  sewers,   cesspools  or  vaults. 

(b)  Location  of  Cesspools  or  Vaults. — No  privy  vault,  cesspool,  or 
other  reservoir  into  which  a  privy  vault,  water  closet,  stable  or  sink 
is  drained,  except  it  be  water-tight,  shall  be  permitted  within  one  hun- 
dred feet  of  any  weTl,  spring,  or  other  source  of  water  used  for  drink- 
ing or  culinary  purposes;  nor  shall  any  such  open  into  any  stream,  ditch 
or  drain,  except  common  sewers,  nor  shall  any  such  be  drained  into  an 
underground  flow  of  water  or  water  stratum  which  is  used  as  a  source 
of  domestic  water  supply.  The  use  of  abandoned  wells  as  cesspools  is 
expressly  prohibited. 

(c)  Drains. — All  drains  carrying  domestic  sewage  containing  hu- 
man or  animal  excreta  passing  within  one  hundred  feet  of  any  source 
of  domestic  water  supply  shall  be  water  tight. 

RULE  VII. 
Nuisances. — Local  and  county  health  officers  are  charged  with 
responsibility  of  ordering  the  abatement  or  removal  of  all  nuisances 
detrimental  to  the  public  health  and  shall  make  prompt  investigation  of 
all  complaints  as  to  such.  All  orders  for  abatement  or  removal  of  such 
shall  be  written  and  made  in  triplicate  one  to  be  delivered  to  the  occu- 
pant of  the  premises  on  which  the  nuisance  exists,  one  to  be  forwarded 
to  the  State  Board  of  Health  and  one  to  be  retained  by  the  health 
officer.  The  occupant  of  the  premises  shall  be  held  responsible  for  the 
abatement  of  the  nuisance.  In  the  discretion  of  the  health  officer  a 
reasonable  length  of  time  shall  be  given  for  the  abatement  or  removal 
of  the  nuisance  and  if  not  abated  or  removed  within  cne  period  pre- 
scribed it  is  the  duty  of  the  health  officer  to  require  the  removal  in  the 
manner  specified  by  law.  For  the  guidance  of  health  officers  the  fol- 
lowing definitions  are  offered: 
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(a)  Any  outside  toilet  or  privy,  privy  vault,  cesspool  or  other 
place  used  for  the  deposit  of  human  excreta  (1)  which  permits  access  to 
the  contents  by  animals  (dogs,  chickens,  rodents,  etc.)  (2)  which  per- 
mits access  to  the  contents  by  flies  or  other  insects,  (3)  which  creates 
foul  or  objectionable  odors,  (4)  or  which  is  so  located  as  to  render  the 
pollution  of  domestic  water  supplies  probable  or  dangerous,  is  defined 
as  a  common  or  public  nuisance  dangerous  to  the  public  health. 

(b)  The  collection  of  refuse  matter  in  or  around  the  immediate 
vicinity  of  any  dwelling  or  place  of  business,  such  as  swill,  waste  of 
meat,  fish  or  shells,  bones,  decaying  vegetables,  dead  carcasses,  human 
or  animal  excrement,  or  any  kind  of  offal  or  organic  matter  that  may 

decompose  and  thus  create  an  attraction  or  breeding  place  for  flies,  or 
foul  and  objectionable  odors,  shall  be  considered  a  nuisance,  and  such 
refuse  must  be  removed  or  disposed  of  either  by  burial,  burning  or 
otherwise,  and  in  such  manner  as  not  to  be  offensive. 

(c)  Any  pig  pen,  or  barn  or  barn  yard,  which  is  so  located  that 
surface  drainage  therefrom  shall  enter  any  well,  cistern,  irrigating  ditch 

or  other  source  of  water  supply  used  for  domestic  purposes,  shall  be 
considered  a  nuisance  dangerous  to  the  public  health.* 

(d)  The  collection  of  manure  in  any  street  or  alley,  of  for  longer 
period  than  one  week  between  May  1st  and  October  1st  of  any  year, 
in  barn  yards  located  in  any  village,  town  or  city,  shall  be  considered  a 
nuisance,  provided  that  manure  may  be  placed  on  any  field  or  garden 
where  it  shall  be  plowed  or  spaded  under  and  not  allowed  to  accumulate 
during  the  summer  months. 

(e)  Any  stable,  shed,  pen  or  other  place  where  horses,  cattle,  hogs, 
sheep  or  other  animals  are  kept  closer  than  twenty  five  feet  to  the 
dwelling  house  of  another,  or  which  is  permitted  to  become  or  remain 
unclean  and  a  source  of  flies  to  the  annoyance  of  immediate  residents, 
shall  be  considered  a  nuisance. 

RULE  VIII. 

Rummage  Sales  and  Second-Hand  Clothing. — All  articles  sold  or 
offered  for  sale  at  any  "Rummage  Sale"  and  all  second-hand  clothing 
must  be  disinfected  or  thoroughly  cleaned  in  the  manner  prescribed  for 
articles  exposed  to  infection,  before  the  same  can  be  sold  or  offered  for 
sale. 

PART    IV. 
CAMP  SANITATION. 

RULE  I. 

Camps  Shall  Not  Be* Established  Without  Permit. — Since  it  has  been 
repeatedly  proven  that  the  congregation  of  many  individuals  under 
primitive  .and  insanitary  conditions  fs  favorable  to  the  development  and 
transmission  of  typhoid  fever  or  other  infectious,  contagious  and  com- 
municable diseases  dangerous  to  the  public  health,  it  is  hereby  ruled 
that  hereafter  contractors  and  all  other  persons  who  m^y  establish  any 
industrial  or  construction  camp  or  camps,  for  the  purpose  of  logging, 
mining  or  drilling  for  oil  or  any  like  industry,  or  ft,*-  uie  purpose  of 
constructing  a  highway,  road  or  railroad,  or  other  work  requiring  the 
maintenance  of  persons  engaged  in  such  work,  or  any  other  temporary 
or  permanent  industrial  or  construction  camps  of  whatsoever  nature, 
shall  arrange  such  camp  or  camps  in  a  manner  approved  by  the  State 
Board  of  Health  or  its  authorized  representatives,  so  as  to  maintain 
proper  sanitary  conditions,  and  no  such  camp  or  camps  shall  be  estab- 
lished without  a  written  permit  from  the  State  Board  of  Health,  as 
hereinafter  provided. 


*(It  is  recommended  that  incorporated  cities  enact  ordinances  forbidding: 
the  keeping  of  swine  within  city  limits  between  May  1st  and  October  1st  of 
any  year.) 
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RULE    II. 

Manner  of  Obtaining-  Permits. —  (a)  The  application  of  such  permit 
shall  be  accompanied  by  a  copy  of  the  general  plans,  specifications  and 
arrangements  for  such  proposed  camp  or  camps,  and  shall  contain  a 
description  of  the  source  of  the  water  supply  and  of  sewage  and  waste 
disposal  facilities.  Such  application  shall  be  referred  to  the  secretary 
and  the  engineer  of  the  State  Board  of  Health,  and  shall  meet  with 
their  approval  when  a  permit  shall  be  issued  by  them  in  the  name  of 
the  State  Board  of  Health. 

(b)  All  contractors  and  other  persons  responsible  for  the  con- 
struction, control  and  management  of  industrial  cavp»  shall  use  all 
reasonable  precautions  to  protect  the  persons  in  their  employ  and  the 
general  public  from  infectious,  contagious  or  communicable  diseases  and 
to  that  end  shall  follow  the  instructions  furnished  by  the  State  Board 
of  Health  through  its  representatives,  the  secretary  and  engineer  of  the 
State  Board  of  Health. 

RULE    III. 

Duties  of  Health  Officers. — (a)  Every  local  and  county  health  offi- 
cer shall  report  to  the  State  Board  of  Health  on  the  location  of  all  in- 
dustrial or  cosntruction  camps  within  his  jurisdiction  in  the  months  of 
April  and  October  of  each  year. 

(b)  Whenever  a  local  or  county  health  officer  shall  receive  infor- 
mation as  to  the  proposed  location  of  new  camps  within  his  jurisdiction, 
he  shall  notify  the  State  Board  of  Health,  giving  the  location  of  camp 
and  name  and  address  of  parties  responsible  for  said  camp. 

(c)  Whenever  it  shall  be  deemed  necessary  by  the  secretary  or 
engineer  of  the  State  Board  of  Health,  local  and  county  health  officers 
are  required  to  make  investigations  and  shall  report  upon  the  condi- 
tion of  camps  within  their  respective  jurisdictions. 

RULE    IV. 

Requirements  for  Sanitation  of  Camps. — The  natural  topography  of 
the  land  where  camps  must  of  necessity  be  located  renders  it  impossible 
to  specify  in  detail  complete  plans  for  temporary  camps,  but  the  man- 
agement of  camps  will  be  held  strictly  responsible  for  failure  or  refusal 
to  comply  with  the  general   intent  and  spirit  of  these  regulations: 

(a)  Camps  shall  be  established  upon  dry,   well-drained   ground. 

(b)  Any  natural  sink  holes  ,or  collection  of  pools  of  water  shall  be 
artificially   drained   and   filled   when  the   camp   is  first  established. 

(c)  The  position  of  the  various  units  of  the  camp  with  respect  to 
each  other  shall  be  as  follows:  (1)  Kitchen;  (2)  bunk  houses;  (3) 
mess;    (4)   toilets;    (5)   stables. 

The  stables  and  toilets  to  be  at  opposite  ends  of  the  camps  from  the 
kitchen  and  mess,  and  as  far  apart  as  consistent  with  the  size  of  the 
camp,  and  where  practicable  not  closer  than  300  feet.  Care  must  be 
taken  that  the  toilets  be  safely  located  with  respect  to  water  supply. 

(d)  The  use  of  toilets  provided  for  the  men  shall  be  made  obliga- 
tory,~and  instant  discharge  of  any  employee  polluting  the  soil  must  be 
rigidly  enforced  to  make  such  rules  effective. 

(e)  All  refuse  of  kitchen  and  stables  shall  be  incinerated  or  buried. 
Incinerator  when  used  shall  be  located  near  stables  or  as  far  away  from 
kitchen   as  possible.* 


•(Note — Incinerators  capable  of  doing  effective  work  can  be  constructed 
for  not  more  than  $25,  sufficient  to  care  for  all  the  refuse  of  a  camp  of  150 
men  and  stables  of  10  to  12  horses.) 
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(f)  In  camps  for  100  men  or  more,  one  employee  shall  be  detailed 
as  scavenger  and  garbage  collector,  and  he  must  be  made  responsible 
for  a  clean  camp. 

(g)  All  manure  shall  be  removed  preferably  daily  but  not  less 
than  once  weekly,  and  shall  be  disposed  of  by  incineration,  burial  or  by 
spreading  thinly  on  open  ground  not  less  than  one-half  mile  from  camp 
site  where  it  may  dry  quickly  and  thoroughly. 

(h)  All  fecal  matter  shall  also  be  burned,  chemically  disinfected, 
buried,  or  treated  in  some  manner  approved.* 

(i)  The  kitchen  and  eating  houses  particularly  shaii  be  effectively 
screened.! 

(j)  All  garbage  shall  be  held  in  tight  cans  and  incinerated  or 
buried  daily  along  with  other  rubbish. 

(k)  Non-inflammable  refuse,  such  as  tin  cans,  shall  be  collected 
daily  and  placed  in  an  earth  pit  and  covered  with  a  light  covering  of 
earth  each  day. 

(1)  All  urinals  shall  consist  of  open  trenches  limed  with  quick- 
lime. Fresh  quicklime  should  be  added  in  the  proportion  of  one-half 
barrel  per  day  for  100  men. 

(m)     All  food  supplies  shall  be  carefully  screened. 

(n)  Thorough  and  systematic  scrubbing  of  kitchens  and  eating 
houses,  and  to  a  less  extent  bunk  houses,  shall  be  regularly  carried  out. 

(o)  The  supply  of  water  for  the  camp  shall  be  carefully  decided 
upon  and  wherever  possible,  if  the  camp  is  to  be  occupied  several  weeks, 
it  is  required  to  run  the  water  in  pipes  from  an  absolutely  uncon- 
taminated  source. 

(p)  All  sick  employees,  whatever  cause,  shall  be  isolated  from  the 
remainder  of  the   crew   immediately   upon   reporting. 

(q)  All  persons  engaged  in  the  care  of  the  premises  and  handling 
of  food,  particularly  cooks  and  helpers,  shall  be  carefully  examined  and 
particularly  attention  paid  to  the  point  as  to  whether  or  not  they  have 
suffered  from  typhoid  fever  within  recent  years. 

RULE  V. 

(a)  Communicable  Disease  in  Camps- — Whenever  any  communi- 
cable disease  shall  appear  in  any  camp  the  physician  m  charge,  or  in 
the  absence  of  such  physician,  the  contractor,  superintendent  or  fore- 
man of  such  camp  shall  notify  the  local  or  county  healtn  officer  having 
jurisdiction.  The  health  officer  thus  notified  shall  place  the  patient 
or  patients  in  isolation  and  establish  such  quarantine  measures  as  he 
may  deem  necessary.  In  event  patient  or  patients  cannot  be  removed  to 
proper  detention  hospital,  the  contractor,  superintendent  or  foreman  shall 
furnish  suitable  accommodations  for  proper  care  of  such  patient  or 
patients. 

(b)  Smallpox  in  Camps. — Whenever  smallpox  shall  appear  in  any 
camp  all  persons  in  such  camps  shall  be  deemed  to  be  exposed  to  in- 
fection and  the  Health  Officer  shall  proceed  in  the  same  manner  as 
though  vsuch  camp  were  an  infected  premise  or  house. 

PART  V. 
Rules  and  Regulations  for  the  Control  of  Infectious,  Contagious  and 
Communicable  Diseases  Dangerous  to  the  Public  Health  Through  the 
Means  of  Common  Carriers  Engaged  in  the  Transportation  of  Passen- 
gers or  Commerce  Within  the  State. 


t(Note — Collection  and  incineration  is  the  safest  in  the  long  run,  and  is 
the  easiest  method  by  making  use  of  the  removable  pan,  which  can  be  freshly 
limed.) 

*(Note — It  is  recommended  that  during  fly  or  mosquito  seasons  bunk 
houses  also  be  screened.) 
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RULE  I. 

Common  carriers  shall  maintain  at  all  times  in  a  clean  and  sanitary 
condition  all  cars,  vehicles,  or  conveyances  so  being  operated  by  them. 

RULE  II. 

(a)  Toilets  and  lavatories  on  cars,  vehicles  or  conveyances  engaged 
in  intrastate  traffic,  or  in  any  depots,  waiting  rooms  or  other  places  used 
by  passengers  traveling  within  the  state  shall  be  of  adequate  size,  design 
and  number,  and  shall  be  maintained  in  a  clean  and  sanitary  condition. 

(b)  All  outside  closets  shall  be  locked  and  the  key  kept  by  the 
agent  who  shall  deliver  it  to  patrons  upon  request.  There  shall  be  a 
notice  "Key  at  the  Office"  posted  upon  each  closet  door. 

'    RULE    III. 

All  cars,  vehicles,  or  conveyances  engaged  in  intrastate  traffic  for 
the  use  of  passengers  shall  be  so  ventilated  as  to  insure  an  adequate 
supply  of  fresh  air.  » 

RULE    IV. 

Common  carriers  shall  not  permit  nor  cause  to  be  cleaned  any  car, 
vehicle  or  conveyance  engaged  in  intrastate  traffic  while  the  same  is 
occupied  by  passengers,  unless  said  cleaning  is  done  in  such  manner 
as  to  prevent  the  distribution  of  dust. 

RULE    V. 

(a)  Common  carriers  while  engaged  iri  intrastate  commerce  shall 
take  adequate  measures  by  use  of  warning  signs  or  cuspidors  or  both 
for  the  prevention  of  soiling  of  cars,  vehicles,  or  conveyances  with 
sputum,  and  said  cuspidors  shall  be  adequate  in  size  and  number  and 
suitable  in  design  for  the  reception  of  sputum,  and  shall  be  maintained 
in  a  clean  and  sanitary  condition. 

(b)  Each  common  carrier  is  hereby  required  to  post  or  display  in 
each  day  coach,  smoking  car  or  boat  a  notice  in  form  or  substance  as 
follows : 

For  Cars:  "Spitting  and  throwing  of  refuse  on  the  floor,  furnish- 
ings or  vestibules  of  this  car  are  prohibited  by  law." 

For  waiting  rooms,  eating  rooms,  toilets:      "Spitting  and  throwing 

or  refuse  on  the  floor  or  furnishings  of  this  room  are  prohibited  by  law" 
v 
For  boats:     "Spitting  and  throwing  of  refuse  on  the  deck,  floors  or 
furnishings  or  in  toilet  rooms  of  this  boat  are  prohibited  by  law." 

(c)  Each  sleeping  car  shall  be  furnished  with  one  (1)  cuspidor  for 
each  section  or  compartment.  Each  smoking  compartment  in  day 
coaches,  chair,  parlor  or  sleeping  cars,  shall  be  furnished  with  at  least 
two  (2)  cuspidors.  Each  smoking  car,  or  the  smoking  compartment  of 
a  combination  smoking  car,  shall  be  provided  with  at  least  one  (1)  cus- 
pidor for  each  space  of  four  passengers  and  so  placed  as  to  provide 
one  (1)  cuspidor  for  each  alternate  seat  meant  for  two  passengers. 
Each  boat  carrying  passengers  shall  provide  at  least  one  (1)  cuspidor 
for  each  state  room  and  general  smoking  room. 

RULE   VI. 

Common  carriers  shall  not  provide  in  any  cars,  vehicles,  or  con- 
veyances engaged  in  intrastate  traffic,  or  any  depots,  waiting  rooms, 
or  in  other  places  used  by  passengers  traveling  within  the  state,  any 
towel  for  use  of  more  than  one  person:  Provided,  that  towels  may  be 
used  again  after  having  been  cleansed  and  sterilized  with  boiling  water 
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RULE  VII. 
Any  person,  firm,  or  corporation  supplying  sleeping  accommodations 
for  passengers  traveling  within  the  state  shall  furnish  the  bed,  couch 
or  other  appliance  used  for  sleping  purposes  with  clean  sheets  and 
pillow  cases  which  have  not  been  uaed  by  any  other  person  since  last 
laundered:  Provided,  that  blankets,  pillows,  and  mattresses  which  have 
not  been  used  by  any  persons  suffering  from  a  disease  mentioned  in 
Rule  XII  (hereafter  given)*  if  physically  clean*  and  free  from  vermin, 
may  be  used  if  they  are  so  enveloped  as  not  to  come,  in  contact  in  any 
way  with  any  occupant  of  such  bed,  couch  or  other  appliance  for  sleep- 
ing purposes. 

RULE  VIII. 

(a)  Common  carriers  shall  not  provide  in  any  cars,  vehicles,  or  con- 
veyances engaged  in  intrastate  traffic,  or  in  any  depots,  waiting  rooms 
or  other  places  used  by  passengers  traveling  within  the  state  any  drink- 
ing cup,  glass  or  vessel  for  common  use;  provided,  that  this  regulation 
shall  not  be  held  to  preclude  the  use  of  drinking  cups,  glasses,  or  vessels 
which  are  thoroughly  cleansed  or  sterilized  after  use  by  each  individual, 
nor  shall  it  be  held  to  preclude  the  use  of  sanitary  devices  for  individual 
use  only. 

(b)  Common  carriers  shall  not  provide  in  any  cars,  vehicles,  or 
conveyances  engaged  in  intrastate  traffic,  or  in  any  depots,  waiting 
rooms  or  other  places  used  by  passengers  traveling  within  the  state  any 
drinking  water  container  in  which  there  is  direct  contact  or  mingling 
of  the  water  and  of  ice  used  for  refrigeration. 

•      RULE    IX. 

Persons,  firms,  or  corporations  engaged  in  the  business  of  furnish- 
ing food  or  drink  for  the  use  of  passengers  traveling  within  the  state 
shall  keep  all.  food  boxes,  refrigerators,  lockers,  drawers  and  cupboards 
thoroughly  sweet  and  clean  at  all  times  and  all  articles  of  food  or  drink 
shall  be  so  handled  and  stored  as  to  prevent  contamination  with  con- 
tagion or  infection.  Such  persons,  firms  or  corporations  shall  be  deemed 
subject  to  all  laws,  rules  or  regulations  governing  the  sale,  preparation 
or  distribution  of  foods  or  food  products. 

RULE  X. 

Water  provided  by  common  carriers  on  cars,  vehicles  or  conveyances 
operating  within  the  state  for  the  use  of  passengers  shall  be  furnished 
under  the  conditions  provided  by  regulations  of  the  ^tate  Board  of 
Health  under  the  authority  granted  by  Chapter  126,  Session  Laws  of 
1917. 

RULE    XI. 

No  person  knowing  that  he  is  in  a  communicable  stage  of  any 
of  the  diseases  enumerated  in  Rule  XII  (hereafter  given),  shall  travel 
on  any  car,  vehicle  or  conveyance  engaged  in  intrastate  traffic  except  as 
hereinafter  provided,  nor  shall  any  parent,  guardian,  physician,  nurse 
or  other  person  allow  or  procure  such  transportation  for  any  minor, 
ward,  patient  or  other  person  under  his  charge  who  may  be  affected 
with  any  such  disease. 

RULE   XII. 

(a)  No  common  carrier  shall  knowingly  accept  tor  transportation 
any  person  affected  with  chicken  pox,  cholera,  diphtheria,  German 
measles,  leprosy,  measles,  epidemic  cerebro-spinal  meningitis,  para-ty- 
phoid fever,  plague,  poliomyelitis,  scarlet  fever,  septic  sore  throat,  small- 
pox, tuberculosis,  typhoid  fever,  typhus  fever,  whooping  cough,  or  yellow 
fever,  except  as  otherwise  hereafter  provided. 
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(b)  Anything,  living  or  dead,  which  has.  been  affected  with  or 
exposed  to  the  contagions  or  infection  of  any  disease  named  in  paragraph 
(a)  shall  be  regarded  as  contagious  or  infectious  until  me  contrary  has 
been  proven  and  shall  not  be  accepted  for  transportation  by  common 
carriers. 

RULE  XIII. 

No  person,  firm,  or  corporation  shall  knowingly  offer  for  shipment 
in  intrastate  traffic,  and  no  common  carrier  shall  knowingly  accept  for 
shipment,  or  transportation  in  intrastate  traffic,  any  article  or  anything 
known  to  have  been  exposed  to  the  contagion  or  infection  of  any  of  the 
diseases  enumerated  in  Rule  XII,  unless  a  certificate  has  previously  been 
obtained  from  the  proper  health  authority  that  all  necessary  measures 
have  been  taken  to  render  the  said  article  or  thing  free  from  infection; 
and  in  the  case  of  plague,  yellow  fever,  Rocky  Mountain,  spotted,  or  tick 
fever  or  typhus  fever,  free  from  fleas,  mosquitoes,  ticks  or  lice. 

RULE  XIV. 

Any  person  or  any  thing  either  living  or  dead,  which  has  been 
exposed  to  or  is  infected  with  any  of  the  diseases  enumerated  in  Rule 
XII,  if  found  in  any  car,  vehicle  or  conveyance,  undergoing  intrastate 
transportation  shall  be  subjected  to  such  inspection,  disinfection  or 
other  measures  as  may  be  necessary  to  prevent  the  spread  of  the  infec- 
tion from  them. 

RULE    XV. 

In  the  event  of  the  appearance  of  any  disease  mentioned  in  Rule 
XII,  with  the  exception  of  paratyphoid  fever,  typhoid  fever  or  tuber- 
culosis in  any  person  enroute  or  aboard  any  car,  vehicle  or  conveyance 
engaged  in  intrastate  traffic,  a  common  carrier  shall  at  once  isolate 
the  sick  person  and  remove  him  from  the  car,  vehicle  or  conveyance  at 
the  first  convenient  place  at  which  reasonable  provision  may  be  had 
for  the  protection  of  the  patient  and  the  public  health,  and  shall  immedi- 
ately notify  the  state  and  local  or  county  health  officer  having  juris- 
diction of  the  place  at  which  the  person  was  removed  from  such  car, 
vehicle  or  conveyance,  and  shall  disinfect  the  compartment  from  which 
the  person  was  removed. 

RULE  XVI. 

No  person  affected  with  plague,  cholera,  smallpox,  scarlet  fever, 
typhus  fever  or  yellow  fever,  shall  be  received  upon  any  car,  vehicle  or 
conveyance  engaged  in  intrastate  traffic 

RULE  XVII. 

Common  carriers  shall  not  receive  upon  any  car,  vehicle  or  con- 
veyance engaged  in  intrastate  traffic  any  person  affected  with  typhoid 
fever  or  para-typhoid  fever  unless  removal  and  entrance  permits  have 
been  granted  by  the  state  or  local  or  county  health  officers  having  juris- 
diction at  place  of  departure  and  arrival,  and  unless  said  person  is 
placed  in  separate  compartment  and  is  accompanied  b>  a  properly  quali- 
fied nurse  or  attendant,  and  unless  said  nurse  or  attendant  shall  obli- 
gate himself  or  herself  in  writing  to  the  common  carrier  to  comply 
with  the  following  regulations  while  in  transit: 

(a)  Communication  with  the  compartment  in  which  the  patient 
is  traveling  shall  be  restricted  to  the  minimum  consistent  with  proper 
care  and  safety  to  the  patient. 

All  dishes  or  utensils  used  by  the  patient  enroute  shall  be  placed 
in  a  five  percent  solution  of  carbolic  acid  or  any  disinfecting  fluid  of 
equivalent  disinfecting  value  for  at  least  one  hour  before  being  allowed 
to  leave  the  compartment. 
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All  urine,  bowel  movements  or  other  discharges  from  the  patient 
shall  be  received  into  a  five  percent  solution  of  carbolic  acid  or  dis- 
infecting fluid  of  equivalent  disinfecting  value,  placed  in  a  covered  vessel 
and  allowed  to  stand  undisturbed  for  at  least  two  hours  after  the  last 
addition  thereto.  Upon  the  expiration  of  the  time  stated  they  may  be 
burned,  destroyed  or  emptied  into  a  common  sewer  at  any  convenient 
place. 

Said  nurse  or  attendant  shall  use  all  necessary  precautions  to  pre- 
vent access  of  flies  to  the  patient,  and  after  performing  services  of  any 
nature  to  the  patient  shall  at  once  cleanse  the  hands  oy  thoroughly 
washing  in  a  two  percent  solution  of  carbolic  acid  or  other  solution  of 
equivalent  disinfecting  value. 

(b)  Immediately  upon  the  disembarkation  of  the  patient,  the  com- 
mon carrier  shall  close  the  compartment  the  patient  has  vacated  without 
removing  any  of  its  contents  and  shall  keep  same  closed  until  dis- 
infected. 

RULE  XVIII. 

Common  carriers  shall  not  receive  upon  any  car,  vehicle  or  con- 
veyance engaged  in  intrastate  traffic  any  person  affected  with  diphtheria, 
measles  or  German  measles,  epidemic  cerebrospinal  meningitis,  epidemic 
poliomyelitis  or  whooping  cough,  or  any  person  known  to  be  a  carrier 
of  bacillus  diphtheria,  unless  removal  and  entrance  permits  have  been 
granted  by  the  state  or  local  or  county  health  officers  having  jurisdic- 
tion at  the  places  of  departure  and  arrival,  and  unless  said  person  is 
placed  in  a  separate  compartment  and  is  accompanied  by  a  properly 
qualified  nurse  or  attendant  and  unless  such  nurse  or  attendant  has 
pledged  himself  or  herself  in  writing  to  the  common  carrier,  to  comply 
with,  the  following  regulations  while  in  transit: 

(a)  Communication  with  the  compartment  within  which  the  patient 
is  traveling  shall  be  restricted  to  the  minimum  consistent  with  the 
proper  care  and  safety  of  the  patient. 

All  dishes  or  utensils  used  by  the  patient  enroute  shall  be  placed 
in  a  five  percent  solution  of  carbolic  acid  or  disinfecting  fluid  of  equiva- 
lent disinfecting  value  for  at  least  one  hour  before  being  allowed  to 
leave  the  compartment. 

All  sputum  and  nasal  discharges  from  the  patient  shall  be  received 
in  a  gauze  or  paper,  which  shall  be  deposited  in  a  closed  container  and 
which  shall  be  destroyed  by  burning,  or  received  in  a  five  per  cent 
solution  of  carbolic  acid  or  disinfecting  fluid  of  equivalent  disinfecting 
value,  placed  in  a  covered  vessel  and  allowed  to  stand  undisturbed  for 
at  least  two  hours  after  the  last  addition  thereto. 

(b)  Immediately  upon  the  disembarkation  of  the  patient  the  com- 
mon carrier  shall  close  the  compartment  the  patient  has  vacated,  with- 
out the  removal  of  any  of  its  contents,  and  shall  keep  the  same  closed 
until  cleaned  or  disinfected  in  accordance  with  requirements  for  each 
disease  prescribed  in  Part  II  of  the  State  Board  of  Health  regulations. 

RULE    XIX. 

Common  carriers  shall  not  receive  for  intrastate  transportation  any 
person  known  by  them  to  be  suffering  from  pulmonary  tuberculosis  in 
a  communicable  stage  unless  said  person  is  provided  with  the  follow- 
ing articles: 

(a)  A  sputum  cup  made  of  impervious  material  and  so  arranged 
or  constructed  to  admit  of  being  tightly  closed  when  not  in  use. 

A  sufficient  supply  of  handkerchiefs,  gauze  or  similar  articles  of 
sufficient  size  to  cover  the  nose  and  mouth  while  coughing  and  sneez- 
ing. Said  handkerchiefs,  gauze  or  similar  articles  shall  be  inclosed  in 
a  tight  container  after  use  and  shall  be  destroyed  by  burning. 
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All  sputum  and  nasal  discharges  from  the  patient  shall  be  received 
in  a  gauze  or  paper,  which  shall  be  deposited  in  a  closed  container  and 
which  shall  be  destroyed  by  burning,  or  received  in  a  five  per  cent 
solution  of  carbolic  acid  or  disinfecting  fluid  of  equivalent  disinfecting 
value,  placed  in  a  covered  vessel  and  allowed  to  stanvx  undisturbed  for 
at  least  two  hours  after  the  last  addition  thereto. 

(b)  Immediately  upon  the  disembarkation  of  the  patient,  the  com- 
mon carrier  shall  close  the  compartment  the  patient  has  vacated,  with- 
out the  removal  of  any  of  its  contents,  and  shall  keep  same  closed  until 
disinfection. 

(c)  Passengers  in  intrastate  traffic  having  pulmonary  tuberculosis 
in  a  communicable  stage  shall  not  expectorate  except  in  a  sputum  cup 
or   gauze   aforementioned. 

RULE  XX. 

No  person,  firm,  or  corporation  engaged  in  intrastate  traffic  shall 
maintain  or  permit  to  be  maintained  at  or  near  any  station  or  other 
ordinary  stopping  place  over  which  the  aforesaid  person,  firm  or  cor- 
poration has  control,  any  tank,  cistern,  receptacle,  hydrant,  pump, 
well,  stream,  brook,  pool,  ditch,  or  other  place  or  article  containing 
water  which  may  be  contaminated  by  organisms  likely  to  cause  a  con- 
tagious disease,  and  which  water  may  conveniently  be  obtained  by  em- 
ployees of  the  aforesaid  person,  firm,  or  corporation  or  by  the  general 
public  engaging  in  intrastate  traffic,  unless  approved  signs,  prohibiting 
the  use  of  such  water  for  drinking  purposes,  be  properly  placed  and 
properly  maintained. 

RULE  XXI. 

All  sleeping  cars  shall  be  subjected  to  thorough  cleansing  at  all 
terminals  and  to  disinfection  at  least  once  every  two  months,  and  at 
such  times  as  they  are  known  to  be  infected  with  a  communicable  dis- 
ease, in  accordance  with  methods  approved  by  the  State  Board  of  Health 
or  its  secretary  and  executive  officer. 

RULE   XXJI. 

No  person  afflicted  with  any  of  the  diseases  mentioned  in  Rule  XII 
shall  enter  any  public  hack  or  cab  without  first  having  notified  the 
person  in  charge  of  the  existence  of  infection  or  contagion  and  any 
hack  so  used  must  be  subjected  to  such  thorough  cleansing,  disinfection 
or  fumigation  as  the  local  or  county  health  officer  may  advise. 

PART    VI. 

VITAL  STATISTICS  REGULATIONS.* 

RULE    I. 

•  Designation  of  Title  of  the  Vital  Statistics  Law. — The  sections  1764 
to  1781  both  inclusive,  in  Part  III,  Title  VII,  Chapter  III,  Article.  II, 
Revised  Codes  of  Montana,  1907,  shall  be  known  and  referred  to  as  the 
Vital  Statistics  Registration  Law. 

RULE  II. 

Local  Registrars  Mnst  Preserve  Copies  of  Records. — Having  re- 
ceived, numbered  and  signed  a  death  or  a  birth  certificate  the  local 
registrar  shall  make  an  acuracte  copy  of  each  certificate  in  a  record 
book  of  deaths,  or  a  record  book  of  births  to  be  supplied  by  the  State 
Board  of  Health;   Provided,  that  where  local  registrars  are  prepared  to 


*(Note — Special  detailed  instructions  are  issued  to  local  registrars  at  time 
of  appointment  or  upon  application.  The  regulations  contained  in  Part  VI  are 
only  explanatory  or  supplemental  to  the  law.  Local  registrars  should  thor- 
oughly  familiarize   themselves   with    both.) 
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preserve,  file  and  bind  such  certificates  in  proper  manner,  each  certifi- 
cate of  death  or  of  birth  received  may  be  copied  upon  forms  identical 
with  the  original  certificates  but  printed  upon  yellow  paper.  Such 
record  books  or  copies  shall  be  preserved  in  such  manner  as  to  be  easily 
accessible  for  reference,  and  at  the  termination  of  his  office  the  local 
registrar  shall  deliver  them  to  his  successor,  or  to  such  person  as  the 
State  Registrar  may  designate. 

RULE    III. 

Certificates  Must  Be  Unfading1,  Permanent  and  Legible. — All  birth 
and  death  certificates  must  be  plainly  written  in  unfading  black  ink; 
provided  that  birth  certificates  only  may  be  written  with  an  indelible 
lead  pencil  when  ink  is  not  available;  and-  provided  also,  that  original 
typewritten   certificates   of   deaths   and   births   may   be   submitted   if   all 

signatures  required  thereto  are  written  in  unfading  black  ink,  or,  in 
the  case  of  birth  certificates,  with  an  indelible  lead  pencil.  If  the 
writing  is  so  poor  as  to  be  g  unintelligible  to  the  local  registrar  it  is 
deemed  not  legible  and  is  not  in  compliance  with  the  laws  of  this  State, 
hence  the  person  making  the  report  should  be  notified  in  the  same 
manner  as  though  the  report  were  incomplete  and  the  same  action 
taken   in   case   a  proper   report  is   not  made. 

RULE    IV. 

Fees  for  Birth  Certificates  May  Be  Refused .  When. — In  certifying 
fees  for  the  registration  of  births,  no  allowance  shall  be  made  for 
faulty,  incomplete,  or  illegible  certificates  nor  for  any  certificates  writ- 
ten with  any  lead  pencil  unless  it  be  indelible,  nor  for  certificates  filed 
more  than  ten  days  after  the  date  of  birth  of  the  child.  The  order  of 
right  to  file  certificates  of  births  is  the  same  as  the  order  of  re- 
sponsibility. 

RULE    V. 

Fees  for  "No  Reports." — In  case  no  birth,  still  birth  or  death  is 
registered  during  a  month,  the  local  registrar  shall  oe  paid  the  sum 
of  twenty-five  cents  ($0.25J  for  a  report  to  that  effect,  but  only  if 
such  report  be  made  promptly  as  required  by  Section  1775.  The  fees 
for  such  "No  Reports"  shall  be  paid  from  the  funds  appropriated  to  the 
State  Board  of  Health  for  carrying  out  the  provisions  of  the  Vital  Sta- 
tistics Registration  Law. 

RULE    VI. 

Monthly  Statement  of  Returns. — To  facilitate  and  to  insure  proper 
accounting  local  registrars  shall  make  a  monthly  statement  of  returns 
on  or  before  the  5th  of  each  month  on  blank  supplied  by  the  State 
Registrar,  and  shall  retain  carbon  copy  for  his  own  files. 

RULE   VII. 

Certification  of  Accounts. — The  state  registrar  shall  certify  to  the 
treasurer  of  each  county  the  number  of  birth  and  deaths  registered  in 
such  county,  with  the  names  of  the  local  registrars,  physicians,  mid- 
wives  or  others  and  the  amounts  due  them  at  the  rates  specified  in  the 
Vital  Statistics  Registration  Law;  such  certification  to  be  made  an- 
nually, unless  in  the  opinion  of  the  State  Registrar  it  shall  be  desirable 
to  make  them  more  often. 

RULE  VIII. 

Records  of  Institutions. —  (a)  The  records  of  all  hospitals,  alms- 
houses, lying-in  or  other  institutions  shall  contain  the  following  infor- 
mation: Full  name  of  patient;  address;  sex;  color  or  race;  single,  mar- 
ried, widowed  or  divorced;  date  of  birth;  age;  occupation,  Mrth  place; 
name   of  father;    birthplace   of  father;    maiden   name   of  motb.^;    birth 

place  of  mother;  disease  at  entrance;  and  date  of  entrance,  discharge  or 
removal,  or  death. 
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(b)  The  requirements  of  Section  1778  of  the  Vital  Statistics  Regis- 
tration Law  shall  be  literally  enforced,  and  it  shall  be  the  duty  of  the 
State  Registrar,  or  his  duly  authorized  agents,  to  inspect  the  recorete  of 

all  hospitals,  almshouses,  lying-in  or  other  institutions,  both  public  and 
private,  as  often  as  in  the  judgment  of  the  State  Registrar  it  may  be 
necessary  so  to  do,  and  such  hospitals,  almshouses,  lying-in  or  other 
institutions  shall  furnish  such  information  or  reports  as  the  State 
Registrar  may  from  time  to  time  require. 

RULE  IX. 

Inspection  of  Records  of  Sextons  and  Undertakers. — Local  regis- 
trars are  required  to  inspect  and  carefully  check  the  records  of  all  sex- 
tons, or  persons  in  charge  of  all  burying  grounds  or  other  places  for  the 
disposition  of  dead  bodies,  and  of  all  undertakers  within  their  regis- 
tration district,  during  April  and  October  of  each  year,  and  at  such 
other  times  as  may  be  directed  by  the  State  Registrar.  Should  such 
inspection  reveal  or  indicate  any  irregularity  or  violation  of  the  law, 
it  shall  be  the  duty  of  the  local  registrar  to  immediately  notify  the 
State  Registrar;  and  in  addition  thereto,  in  cases  of  violation  of  the 
law,  he  shall  at  once  lay  the  matter  before  the  county  attorney  for  com- 
plaint and  prosecution,  in  accordance  with  Section  1780  of  the  Vital 
Statistics   Registration   Law. 

RULE    X. 

Definition  of  Undertaker. — Any  person  who  shall  furnish  a  casket, 
coffin  or  box  in  which  to  bury  the  dead  shall  be  deemea  as  acting  as 
an  undertaker,  and  shall  be  held  responsible  for  proper  filing  of  a 
certificate  or  return  of  death  and  for  the  securing  of  a  burial  or  re- 
moval  permit.  • 

RULE    XL 

Records  of  Casket  Sales  to  Be  Kept. — Every  person,  firm,  or  cor- 
poration selling  a  casket,  coffin  or  box  for  the  burial,  removal  or  other 
disposal  of  the  dead  shall  keep  a  record  showing  the  name  of  the  pur- 
chaser, purchaser's  postoffice  address,  name  of  deceased,  date  of  death, 
and  place  of  death  of  deceased,  and  name  of  attending  physician  or 
coroner,  if  any,  which  record  shall  be  open  to  inspection  of  the  State 
Registrar  at  all  times.  On  or  before  the  fifth  day  of  each  month  the 
person,  firm,  or  corporation  selling  such  caskets  shall  report  to  the 
State  Registrar  each  sale  for  the  preceding  month,  on  a  blank  provided 
for  that  purpose;  provided,  however,  that  no  person,  firm  or  corpora- 
tion selling  caskets  to  dealers  or  undertakers  only  shall  be  required  to 
keep  such  record. 

RULE   XII. 

Form  of  Death  Certificate- — The  certificate  of  death  shall  be  made 
on  standard  form  as  prescribed  and  in  use  by  the  United  States  Census 
Bureau  and  shall  include  all  of  the  information  required  therein;  and 
the  local  registrar  shall  not  issue  a  burial  or  removal  permit  until  all 
blanks  in  said  certificate  are  properly  and  satisfactorily  filled  out,  and 
all  the  necessary  signatures  obtained  thereto;  and  only  the  blanks 
issued  from  the  office  of  the  State  Registrar  shall  be  permitted  to  be 
used   or   accepted  by  local   registrars. 

RULE  XIII. 

Permits  to  Be  Issued  in  Other  Districts  When. — In  order  that  the 
registration  of  deaths  may  be  carried  out  with  the  least  inconvenience 
to  the  people,  any  registrar  is  authorized  to  issue  a  burial  permit  for 
a  body  when  death  occurred  in  an  adjoining  registration  district,  when 
presented  with  a  properly  made  out  death  certificate.  Any  registrar 
who  shall  issue  a  burial  permit  for  a  body  that  died  in  another  regis- 
tration   district    shall    immediately    forward    the    death    certificate    filed 
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with  him  to  the  registrar  of  the  district  in  which  the  death  occurred 
and  accompany  such  death  certificate  with  a  statement  that  a  burial 
penftit  has  been  issued  by  him.  Registrars  must  respect  the  rights  and 
authorities  of  each  other  and  issue  burial  permits  as  herein  permitted 
only  to  facilitate  the  enforcement  of  the  Vital  Statistics  Registration 
Law? 

RULE  XIV. 

Temporary  Certificate  of  Death. — Where  it  is  necessary  to  obtain 
a  birrial  or  removal  permit  before  completion  of  an  inquest,  the  coroner 
may  make  out*. a  temporary  certificate  pending  inquest,  which  certifi- 
cate shall,  whenever  practicable,  give  all  the  personal  and  statistical 
particulars  required  by  law  and  the  regulations  of  the  State  Board  of 
Health.  Such  certificates  shall  be  marked  at  the  top:  "For  temporary 
use  only"  and  shall  state  under  the  item  cause  of  death,  "Inquest  pend- 
ing." Such  temporary  certificates  shall  not  be  considered  a  substitute 
for  the  permanent  certificate  provided  for  in  Section  1770  of  the  Vital 
Statistics  Registration  Law. 

RULE    XV. 

Deaths  Without  an  Attending  Physician. — In  case  of  any  death  oc- 
curring without  medical  attendance  the  local  registrar  shall  refer  the 
case  to  the  local  health  officer,  provided,  that  when  there  is  no  local 
health  officer  and  when  the  county  health  officer  is  so  situated  ae  to 
necessitate  great  delay  in  reaching  him  and  when  the  local  registrar 
is  satisfied  in  his  own  mind  that  there  is  absolutely  no  ground  to 
suspect  that  death  was  caused  by  unlawful  or  suspicious  means,  then 
and  then  only,  may  the  local  registrar  make  a  certificate  of  probable 
cause  of  death,  from  statements  of  relatives  or  othfe*  persons  having 
knowledge  of  the  facts,  and  in  sucfi  event  the  local  registrar  shall  sign 
the  certificate  in  the  space  reserved  for  the  signature  of  the  attending 
physician,  and  shall  write  on  the  face  of  the  certificate  the  words 
"Death  without  medical  attendance."  In  case  the  registrar  is  not 
altogether  satisfied  that. the  death  is  not  due  to  unlawful  or  suspicious 
causes  he  shall  refer  the  case  to  the  coroner  for  investigation  and 
certification. 

RULE  XVI. 

Death  Certificate  Must  Be  Specific. — Every  death  certificate  shall 
state  the  specific  items  of  information  as  to  the  disease,  manner  and 
cause  of  death,  and  if  from  external  causes  or  violence  it  shall  state 
whether  accidental,  suicidal  or  homicidal  and  the  manner  in  which  the 
accident  happened  or  the  suicide  or  homicide  was  committed. 

RULE  XVII. 

Burial  or  Removal  Permit  Must  Be  Refused. — If  upon  examination 
by   the   local   registrar   the   answers    to    any   question    are   found    to   be 

indefinite  and  unsatisfactory  and  the  circumstances  of  the  case  would 
make  it  appear  that  the  questions  can  be  more  fully  and  definitely 
answered,  no  burial  or  removal  permit  shall  be  issued  until  such  infor- 
mation has  been  properly  and  fully  supplied. 

RULE    XVIII. 

Issuance  and  Return  of  Burial  Permits. — (a)  The  provisions  of 
Sections  1768  and  1773  of  the  Vital  Statistics  Registration  Law  shall 
be  literally  complied  with. 

(b)  If  there  be  no  sexton  or  otner  person,  in  charge  of  the  burial 
grounds  then  the  person  acting  as  undertaker  shall  endorse  the  required 
facts  upon  the  burial  permit  and  shall  deliver  it  to  the  registrar  of 
the  district  in  which  interment  is  made  within  ten  (10)  days  from 
date  of  burial. 
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(c)  The  local  registrar  shall  forward  with  his  regular  monthly- 
return  to  the  State  Registrar  all  burial  permits  returned  to  him  as 
prescribed  by  Sections  1768  and  1733  and  by  the  preceding  paragraphs, 
retaining  stub  copy  for  his  own  file.  If  all  such  returns  nave  not  been 
made  to  him  by  the  5th  of  the  month  on  which  the  monthly  return  is 
due,  they  shall  be  made  the  following  month. 

RULE   XIX. 

Imported  Bodies. — When  bodies  are  brought  into  any  registration 
district  by  a  common  carrier,  if  from  points  without  the  State  of  Mon- 
tana, they  must  be  accompanied  by  a  transit  and  removal  permit,  issued 
in  conformity  with  the  laws  and  health  regulations  of  the  state  in 
which  death  occurred.  This  permit  must  be  delivered  to  the  local 
registrar  of  the  district  in  which  the  body  is  to  be  interred,  who  will 
issue  a  burial  permit  in  the  same  way  as  if  death  had  occurred  in  his 
district  and  make  out  a  death  certificate  from  the  transit  permit, 
writing  across  the  face  of  such  certificate  the  words  "Imported  Case." 
If  the  body  is  received  from  a  point  in  the  State  of  Montana,  the  re- 
moval permit  issued  at  the  place  of  death  shall  be  sufficient  permit  for 
burial  in  any  district  in  Montana,  and  such  removal  permit  must  be 
returned  to  the   registrar  of  the  district  in   which   the   body   is   buried. 

RULE   XX. 

* 

Local  Registrars  Must  Notify  Health  Officers. — (a)  In  the  case  of 
death  from  a  dangerous,  communicable  disease  occurring  in  a  registra- 
tion district  wherein  the  local  registrar  has  no  jurisdiction  as  health 
officer,  said  local  registrar  shall  immediately  notify  the  health  officer 
havng  jurisdiction  of  the  name  and  address  of  the  deceased  person  and 
the  name  of  the  physician  who  attended  the  same,  so  that  all  precau- 
tions regarding  quarantine,  isolation,  conduct  of  public  funerals  and  dis- 
infection of  premises  as  required  by  the  public  health  law  and  regula- 
tions of  the  State  Board  of  Health  may  be  properly  observed. 

(b)  The  provisions  of  paragraph  (a)  shall  apply  in  the  case 
of  deaths  from  the  following  diseases:  Cholera,  (Asiatic),  diphtheria, 
septic  sore  throat,  influenza,  measles,  measles  or  German  measles,  epi- 
demic Cerebro-spinal  meningitis,  plague,  epidemic  poliomyelitis  (infan- 
tile paralysis),  scarlet  fever  (scarletina),  smallpox,  tuberculosis,  typhoid 
fever,  typhus  fever,  and  whooping  cough. 

(c)  Undertakers  are  held  responsible  for  the  strict  observance  of 
the  regulations  of  the  State  Board  of  Health  relative  to  the  burial  of 
bodies  dead  of  communicable  diseases. 

RULE    XXI. 

Disinterment  Permits. — (a)  No  dead  body  after  burial  shall  be  dis- 
interred for  removal  or  transport  unless  a  permit  has  been  obtained 
therefor  from  the  State  Registrar.  Written  applications  for  such  permits 
shall  be  made  on  blanks  supplied  by  the  State  Registrar  and  applications 
by  telegraph  or  telephone  shall  not  be  accepted.  Unless  certificate  of 
death  for  the  body  to  be  disinterred  is  on  file  with  the  State  Registrar 
he  shall  require  that  one  shall  be  presented,  made  out  in  the  same 
manner  as  for  a  body  that  had  not  been  interred.  Disinterment  permits 
or  transit  permits  for  disinterred  bodies  will  be  issued  only  to  embalmers 
duly  licensed  under  the  regulations  of  the  State  Board  of  Health. 

(b)  The  provisions  of  paragraph  (a)  shall  not  apply  to  the  dis- 
interment of  bodies  for  purposes  of  establishing  identity,  for  inquest, 
ot  for  removal  from  one  lot  to  another  within  the  same  cemetery. 

.     RULE    XXII. 

Form  of  Birth  Certificate. — The  certificate  of  birth  shall  be  made 
on  the  form  as  prescribed  and  in  use  by  the  United  States  Census 
Bureau,  and  shall  include  all  the   information   required  tnerein,  and   in 

65 


addition  it  shall  contain  an  answer  to  the  inquiry  "What  prophylactic 
was  used  to  prevent  opthalmia  neonatorum?"  Such  birth  certificates 
shall  be  filled  out  in  a  satisfactory  manner,  and  bear  all  the  signa- 
tures required  thereto,  and  only  the  blanks  issued  from  the  office  of 
the  State  Registrar  shall  be  permitted  to  be  used  or  accepted  by  local 
registrars. 

RULE    XXIII. 

Supplemental  Reports. — In  those  cases  where  the  birth  certificate 
does  not  give  the  name  of  the  living  child,  the  local  registrar  shall 
require  a  supplemental  report  on  blanks  provided  by  the  State  Registrar 
to  be  filed  when  the  child  is  named,  and  no  credit  will  be  given  the 
local  registrar  until  each  such  supplemental  report  is  filed  and  received 
at  the  office  of  the  State  Registrar. 

RULE    XXIV. 

Births  Not  Attended  by  Physician. — If  there  should  be  no  physician 
or  midwife  in  attendance  at  any  birth,  the  responsibility  for  reporting 
the  birth  shall  rest  in  the  order  in  which  they  are  named  upon  the 
father,  mother,  householder  or  owner  of  the  premises  or  upon  the  man- 
ager or  superintendent  of  any  public  or  private  institution  in  which  the 
birth  occurred.  « 

RULE    XXV. 

Procedure  in  Stillbirths. — Birth  certificates  and  burial  or  removal 
permits  shall  .be  required  in  the  case  of  stillborn  Cimaren  that  have 
passed  the  fourth  month  (or  sixteenth  week)  of  gestation.  Certificates 
of  death  for  stillborn  children  shall  not  be  accepted  from  midwives. 
Stillbirths  occurring  without  medical  attendance  shall  be  treated  in  the 
same  manner  as  deaths  occurring  without  medical  attendance. 

PART   VII. 

Rules  and  Regulations  for  the  Supervision  and  Control  of  Ice,  of 
Water  Supplies  and  Systems,  and  of  Sewage  Disposal  Systems  or  Treat- 
ment Plants- 

NATURAL  AND  ARTIFICIAL  ICE. 

RULE    I. 

Natural  Ice. — (a)  In  the  production  of  natural  ice,  the  water  used 
shall  be  reasonably  free  from  pollution.  Ice  fields  shall  not  be  located 
on  rivers   or  streams  near  sewer  outlets   or  on   grossly   polluted   ponds. 

(b)  The  depth  of  water  beneath  the  ice  field  shall  be  at  least 
three  feet  at  time  of  harvesting. 

(c)  The  ice  field  shall  not  be  flooded  by  taping  the  ice  or 
flooded  by  water  from  the  inlet  to  the  ice  field. 

(d)  Only  clear  ice  free  from  foreign  material  shall  be  stored  for 
subsequent  use.  All  snow  ice,  and  parts  which  are  not  perfectly  clear 
shall  be   discarded. 

(e)  The  harvesting  process  shall  be  conducted  under  sanitary  con- 
ditions, and  no  ice  shall  be  stored  which  has  been  contaminated  with 
animal  or  human  excreta. 

RULE    II. 

Artificial  Ice. — (a)  The  water  from  which  artificial  ice  is  manu- 
factured shall  be  of  satisfactory  sanitary  quality  and  mete  the  standards 
of  the  State  Board  of  Health  governing  public  water  supplies. 

(b)  Ice  plants  shall  be  operated  in  a  cleanly  and  sanitary  manner 
to  the  end  that  safe  ice  shall  be  produced.  Cans  must  &e  kept  clean 
and  the  covers  of  cans  shall  likewise  be  properly  cared  for. 
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(c)  Scrapings  from  shoes  and  dust  and  dirt  from  other  sources 
shall  be  prevented  from  reaching  the  water  from  whicn  ice  is   formed. 

RULE    III. 

Standard  of  Purity. — (a)  At  the  time  of  sale,  natural  and  artificial 
ice  shall  contain  less  than  one  hundred  bacteria  per  cubic  centimeter 
and  no  organisms  of  the  Bacillus  Coli  type  in  one  cubic  centimeter. 

RULE    IV. 

Care  in  Delivery. — (a)  The  delivery  of  ice  to  the  consumer  shall  be 
done  under  sanitary  conditions.  Cakes  of  ice  shall  not  be  drawn  across 
sidewalks  or  dirty  floors.  Ice  which  is  to  be  used  for  human  con- 
sumption   shall   not   be   handled    with   unclean   hands. 

RULE    V. 

Use  of  Unapproved  Ice. — (a)  Natural  or  artificial  ice  which  does 
not  conform  to  standards  set  forth  in  Rules  I,  II,  and  III  shall  not  be 
sold  or  distributed  for  human  consumption,  but  such  ice  may  be  used 
for  cooling  or  refrigeration  purposes  only  whenever  such  use  does  not 
permit  it  to  come  in  direct  contact  with  food  or  drink  meant  for  human 
consumption,  and  in  event  such  ice  is  thus  sold  or  distributed  for 
refrigeration  purposes  only  the  salesman  or  distributor  shall  notify  the 
buyer  or  consumer  that  it  is  not  safe  for  human  consumption. 

Preparation  and  Submission  of  Plans  for  Water  Supplies  and  Sew- 
erage Systems. 

RULE    VI. 

Submission  of  Plans. — Plans  shall  •  be  submitted  to  the  Board  of 
Health  of  the  State  of  Montana  for  examination  at  least  two  weeks 
prior  to  the  date  upon  which  action  by  the  board  is  desired.  From  this, 
it  is  not  to  be  inferred  that  action  by  the  board  will  be  always  taken 
within  the  time  mentioned. 

RULE  VII. 

Information  Required. — The  plans  for  a  complete  water  supply  and 
water-purification  system  shall  consist  of  the  following  parts:  A 
general  plan  of  the  municipality  or  district,  showing  the  proposed 
system;  detailed  drawings  showing  construction  of  any  special  struc- 
tures in  the  distribution  system;  general  and  detailed  plans  for  the 
water  purification  works,  a  comprehensive  report  ii^uxi  the  proposed 
system  by  the  designing  or  consulting  engineer.  This  report  to  be 
typewritten  upon  letter  size  paper  and  the  sheets  firmly  bound  together. 
A  preliminary  report  containing  data  and  information  sufficient  for  the 
complete  understanding  of  the  project  may  be  submitted  to  the  State 
Board  of  Health  for  its  consideration  prior  to  the  submission  of  detailed 
plans. 

RULE  VIII. 

General  Plan. —  (a)  The  general  plan  referred  to  in  Rule  VII  shall 
be  drawn  to  a  scale  of  not  greater  than  100  nor  less  than  600  feet 
to  1  inch ;  and  covering  the  entire  area  of  the  municipality  or  district 
to  be  supplied  with  water  and  shall  accompany  each  application  in  the 
case  of  a  new  water  system,  or  any  extension  or  modification  of  any 
water  supply  or  water  purification  system,  unless  such  a  general  plan 
of  the  entire  area  has  been  previously  submitted. 

If  the  municipality  is  greater  than  two  miles  in  length,  the  map 
may  be  divided  into  sections,  conforming  in  size  to  those  mentioned  in 
Secton  7  of  these  rules.  The  sheets  shall  be  bound  together  and  a 
small  index  map  supplied,  showing  by  number  the  area  covered  by 
various  sheets. 
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Details  of  Map. —  (b)  This  map  shall  show  all  existing  or  proposed 
streets,  the  surface  elevations  of  all  street  intersections,  and  the  eleva- 
tions of  the  principal  parts  of  the  water  system,  such  as  water  at  the 
intake,  in  the  reservoir  or  standpipe,  etc.,  (or  a  1ft.  to  10-ft.  internal 
contour  map,  according  to  the  topography  of  the  ground).  The  map 
should  show  that  water-supply  facilities  can  be  provided  for  all  sec- 
tions of  the  municipality  or  district,  even  though  the  construction  of 
pipe  lines  in  some  of  the  streets  is  to  be  indefinitely  deferred.  The 
location  of  intakes,  valves,  hydrants,  reservoirs,  pumps,  standpipes  and 
purification  plant  and  any  special  structures,  shall  be  shown  and  ref- 
erenced in  a  legend  near  the  title.  .  The  size  of  pipes  shall  be  written 
between  the  street  lines  and  along  the  pipe.  The  map  shall  also  show 
the  true  or  magnetic  meridian,  title,  scale,  date,  the  municipal  or  dis- 
trict boundaries,  the  mean  low  and  high  water  elevations  of  water  at  the 
intake.  If  the  site  of  the  pumping  plant  is  subjected  to  flooding  the  ele- 
vation of  the  highest  known  water  must  be  given. 

Lettering,  Lines,  and  Symbols. — (c)  Letters  and  figures  shall  be 
clearly  and  distinctly  made.  Pipe  lines  to  be  built  at  present  shall  be 
shown  by  solid  lines  and  those  to  be  later  constructed  shown  by  broken 
lines.  All  topographical  symbols  used  are  to  be  the  same  as  those  used 
by  the  U.   S.   Geological   Survey. 

Elevations. —  (d)  The  elevations  of  the  street  intersections  shall  be 
placed  outside  the  street  lines  in  the  upper  right-hand  angle  or  opposite 
their  respective  positions  in  the  street. 

Detail  Drawings- — (e)  Detail  drawings  of  all  special  appurtenances, 
such  as  blow-offs,  siphons,  intakes,  conduits,  reservoirs,  collecting  gal- 
leries, filters,  etc.,  shall  be  submitted.  Profiles  of  long  conduits  or 
pipe  lines  may  be  plotted  to  a  convenent  scale  and  shown  on  sheets 
of  the  size  mentioned  below.        • 

RULE    XI. 

Purification  Works;  General  Plans. — (a)  The  plans  for  the  purifi- 
cation works  shall  consist  of  a  general  plan  upon  which  reserve  areas 
of  future  extensions  must  be  shown  and  also  the  general  layout  of  the 
various  units  of  the  process,  together  with  the  piping  system. 

Detail  Drawings. — (b)  The  detail  drawings  shall  include  longitudi- 
nal and  transverse  sections  sufficient  to  show  the  construction  of  each 
unit  and  part  of  the  plant.  They  shall  also  show  the  distributing, 
drainage  and  cleansing  systems,  general  arrangement  of  any  automatic 
devices,  sizes  and  depth  of  stone,  gravel,  or  sand  used  for  filtering 
material,  and  such  other  information  as  is  required  for  tne  intelligent 
understanding  of  the  plans. 

RULE    X. 

Drawings. —  (a)  All  drawings  submitted  shall  be  plainly  and  neatly 
executed  and  may  be  traced  directly  on  tracing  cloth,  printed  on  trans- 
parent cloth  or  printed  on  any  of  the  various  papers  which  give  dis- 
tinct  lines. 

Size  of  Drawings. — (b)  The  following  dimensions  are  suggested  for 
ordinary  use,  with  the  exception  of  the  general  map:  Distance  from  top 
to  bottom,  20  to  30  in.,  length,  24  in.,  32  in.,  40  in.,  or  48  in.,  or  there- 
abouts. By  this  section  it  is  intended  to  prevent  the  use  of  unneces- 
sarily long  and  large  maps,  which  are  difficult  to  file  or  to  use. 

Title. —  (c)  Each  drawing  shall  have  legibly  printed  thereon,  the 
name  of  the  municipality  or  person  for  whom  the  drawings  are  made, 
the  name  of  the  engineer  in  charge,  the  date,  the  scale  and  such  refer- 
ences in  the  title  as  are  necessary  for  the  complete  understanding  of 
each    drawing. 
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RULE    XI. 

Engineer's  Keport. —  (a)  A  report  written  by  the  designing  or  con- 
sulting engineer,  shall  be  presented  with  all  plans  for  complete  system 
and  shall  give  data  upon  which  the  design  is  based  or  which  is  re- 
quired  for   the   complete   understanding   of  the   plans. 

When  a  purification  or  treatment  plant  is  to  be  constructed,  a 
measuring  device  shall  be  provided  at  some  convenient  point,  and  the 
installation  of  a  recording  device  is  recommended  and  in  particular 
instances  may  be  required. 

Map  of  Watershed. — (b)  A  small  scale  map  of  the  catchment  area 
shall  be  furnished,  compiled  from  actual  surveys  if  such  have  been  made 
or  from  maps  of  the  Geological  Surveys  if  such  have  been  extended 
over  the  country,  otherwise,  from  the  best  data  obtainable.  Such  map 
should  show  the  relative  locations  of  towns,  villages,  mines,  or  other 
settlements  which  may  affect  the  sanitary  condition  of  the  watershed 
or  the  future  quality  of  the  water  supply.  Other  features  which  should 
be  discussed  in  connection  therewith  are  the  storage  capacity,  average 
depth  and  area  of  any  storage  reservoir  located  thereon,  together  witn 
the  general  character  of  the  water  to  be  furnished,  having  particular 
reference  to  hardness,  taste,  color  and  odor  if  there  be  any,  and  any 
further  characteristics  which  the  water  proposed  to  be  used  may  show. 

Wells  and  Collecting  Galleries. — (c)  If  the  water  supply  is  to  be 
taken  from  wells,  the  number,  depth,  size  and  construction  of  the  same; 
method  of  pumping,  capacity  of  pumps,  and  probable  flow  of  the  wells, 
shall  be  described. 

If  collecting  galleries  are  to  be  used,  their  construction  shall  be 
described.  In  addition  to  this  there  shall  be  a  map  showing  the  location, 
and  extent  of  the  ground  that  is  controlled  by  the  municipality  or  com- 
pany making  the  development  and  the  nearest  source  or  sources  of 
possible  certain  water  shown  thereon. 

Information  Concerning  Purification  Plant. — (d)  The  following  in- 
formation is  required  respecting  the  purification  plant:  The  method 
of  purification  and  a  description  of  the  units  of  the  system;  the  rate  of 
operation  of  each  of  the  systems;  the  rate  of  operation  of  each  unit  of 
the  plant;  if  any  chemicals  are  used,  the  nature  and  quality  of  each 
with  a  description  of  the  appliances  for  adding  the  same  to  the  water, 
a  description  of  all  conditions  peculiarly  characteristic  of  the  water  or 
locality  which  in  any  manner  affects  the  design  or  operation  of  the 
system;  a  description  of  all  special  appliances  used,  any  special  methods 
of  maintenance  or  operation  of  the  plant,  and  the  extent  of  purification 
expected  or  guaranteed. 

If  for  purposes  of  fire  protection,  it  is  necessary  to  provide  by-passes, 
by  which  partly  treated  or  raw  water  can  be  turned  into  the  mains,  they 
shall  have  valves  upon  them  of  such  a  character  that  they  may  be 
properly  sealed  by  the  State  Board  of  Health. 

The  report  shall  further  include  a  description  of  the  nature  and 
extent  of  the  area  to  which  it  is  proposed  to  supply  water  or  which  will 
ultimately  be  supplied  from  the  system,  the  quantity  of  water  to  be 
served,  the  portion  of  the  system  to  be  constructed  a.  present  and  the 
minimum  depth  of  pipe  below  the  surface  of  the  ground.  A  description 
of  any  provision  for  future  units  of  pumping  plants,  filters,  etc.,  should 
be  given. 

Unsupplied  Districts—  (e)  Should  there  be  areas  in  the  municipal- 
ity or  district  which  on  account  of  topography  or  for  other  reasons 
cannot  be  supplied  with  water,  a  definite  statement  to  this  effect  must 
be  made  and  the  probable  future  supply  of  omitted  territory  should  be 
discussed. 
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RULE   XII. 

Specifications. — Speciiications  and  an  estimate  of  the  cost  for  the 
construction  of  water  supply  and'  water  purification  systems  shall 
accompany  all  plans  for  new  or  original  systems.  With  plans  for 
extensions  of  existing  systems  or  plans,  specifications  may  be  omitted, 
provided  that  these  extensions  are  to  be  constructed  in  accordance  with 
specifications  filed  with  the  original  plan. 

RULE  XIII. 

Extension  of  Present  System. — If  the  plans  are  solely  for  the  ex- 
tensions of  the  existing  system,  only  such  information  as  is  necessary 
for  the  comprehension  of  the  plans  will  be  required.  This  informa- 
tion shall  in  general,  conform  to  the  above  requirements  for  a  complex 

system. 

RULE    XIV. 

General  Requirements— Application  for  Approval. — (a)  The  applica- 
tion for  approval  of  plans  shall  be  made  by  the  proper  municipal 
authorities,  persons  for  whom  the  work  is  to  be  done  or  cneir  properly 
authorized  agents,  upon  blank  forms,  which  will  be  supplied  by  the 
board. 

Deviation  From  Approved  Plans- — (b)  No  deviation  from  approved 
plans  shall  be  made  unless  amended  plans,  showing  such  proposed 
changes  have  been  submitted  to  approval  by  the  board,  (unless  changes 
do  not  affect  the  efficiency  or  the  public  health). 

Preparation  and  Submission  of  Designs  for  Sewer  Systems  and 
Treatment  Works. 

RULE  XV. 

Submission  of  Plans. — Plans  shall  be  submitted  to  the  board  for 
examination  at  least  two  weeks  prior  to  the  date  upon  which  action  by 
the  board  is  desired.  From  this  it  is  not  to  be  infei^ed  that  action 
by  board  will  always  be  taken  within  the  time  mentioned. 

RULE  XVI. 

Information  Required. — The  plans  for  a  complete  sewerage  and 
sewage  disposal  system  shall  include  the  following:  A  general  map 
of  the  municipality  of  sewage  district;  profiles  of  all  sewers  proposed; 
details  of  construction  of  manholes,  flush  tanks  and  special  structures 
pertaining  to  the  sewers;  general  and  detailed  plans  for  disposal  works; 
a  comprehensive  report  upon  the  proposed  system  by  the  designing  or 
consulting  engineer,  to  be  written  upon  letter  size  paper,  and  the 
sheets  firmly  bound  together;  a  preliminary  report,  containing  data  and 
information  sufficient  for  the  complete  understanding  of  the  project 
may  be  submitted  to  the  State  Board  of  Health  for  their  consideration, 
prior  to  the  submission  of  detailed  plans. 

RULE    XVII. 

Map  or  General  Plan. —  (a)  The  general  plan  referred  to  in  Rule 
XVI  shall  be  drawn  to  a  scale  not  greater  than  100  nor  less  than 
600  ft.  to  1  in.  and  shall  show  the  entire  area  of  the  municipality  or 
district.  If  the  municipality  is  greater  than  2  miles  in  length,  the  map 
may  be  divided  into  sections,  conforming  in  size  to  those  mentioned  in 
Section  7  of  these  rules.  The  streets  shall  be  bound  together  and  a 
small  index  map  supplied,  showing  by  number,  the  area  covered  by  the 
various  sheets.  A  general  plan  shall  accompany  each  application,  in 
the  case  of  a  new  sewer  system  or  any  extention  or  modification  of 
any  existing  sewer  system  unless  such  general  plan  has  already  been 
submitted. 

Details  of  Maj>. — (b)  The  plan  shall  show  all  existing  or  proposed 
streets,  (streets,  either  in  existence  or  proposed,  where  sewers  are  to 
be  located),  the  surface  elevations  at  all  street  intersections,  the  con- 
tour lines  at  intervals  of  not  more  than  10  feet. 
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If  it  is  intended  to  defer  the  construction  of  sewers  in  some  of  the 
streets,  the  plan  shall  show  that  sewerage  facilities  are  provided  for 
all  such  sections  of  the  municipality  or  sewerage  district,  the  plans 
shall  also  clearly  show  the  location  of  all  existing  and  proposed  sewer 
outlets  or  overflows.  The  true  or  magnetic  meridian,  the  town  or 
township  lines,  title,  date,  scale,  direction  of  flow  and  average  water 
elevation  of  the  stream  shall  also  be  clearly  shown.  The  elevation  of 
the  highest  known  freshets  at  the  outlet  and  site  of  the  disposal  plant 
shall  be  given.  Any  area  from  which  sewerage  is  to  be  pumped  shall 
be  shown  by  light  shading,  coloring  or  other  distinctive  marks. 

Lettering  and  Symbols. —  (c)  Letters  and  figures  shall  be  clearly 
and  distinctly  made.  Sewers  to  be  built  at  present  shall  be  shown  by 
solid  lines  and  sewers  to  be  constructed  later  shall  be  shown  by  a  line 

of    dashes    as .      Existing    sanitary    sewers    shall    be    shown,  by 

the   following   symbol    ,   and    combined    sewers,   by   a   dot    and 

dash,   ._._._._.   All   topographical   symbols   used   are  to   be   the  same 
as  those  of  the  U.  S.  Geological  Survey. 

Elevation. — (d)  Elevations  of  the  surface  of  the  streets  should  be 
placed  outside  the  street  lines  in  the  upper  right  angle  or  opposite  their 
respective  positions  in  the  street.  The  elevations  of  sewer  inverts 
should  be  shown  at  street  (or  alley)  intersections  (as  the  case  may  be), 
end  of  line  and  wherever  a  change  of  grade  occurs.  Tne  elevation  of 
the  sewer  shall  be  written  close  to  the  point  to  which  they  refer,  parallel 
with  the  sewer  line  between  the  street  (or  alley)  lines.  The  -elevations 
of  surface  shall  be  shown  to  the  nearest  0.1.  ft;  those  of  the  sewer  in- 
verts to  the  nearest  0.01  ft.  The  sizes  and  gradients  of  all  proposed 
and  existing  sewers  shall  be  marked  along  the  line  of  tne  sewer. 

RULE    XVIII. 

Profiles. — (a)  Profiles  of  all  sewers  over  8  inches  in  diameter  and 
of  all  8-inch  sewers  where  gradients  less  than  that  given  below  are 
used,  shall  accompany  the  application  (excepting  in  cases  where  con- 
struction is  to  be  a  continuation  of  a  6-inch  pipe  already  laid).  Pro- 
files of  all  sewers  must  be  approved  before  they  are  constructed.  Pro* 
file**  of  all  sewer  lines  shall  be  prepared  and  drawn  to  such  a  scale  as 
to  clearly  show  the  structural  features  of  the  sewer.  For  ordinary  use, 
the  following  scales  are  suggested:  Vertically,  10  ft.  to  l^inch;  hori- 
zontically,  100  ft.  to  1  in.  Both  scales  must  be  clearly  shown  upon 
each  sheet.  Upon  these  profiles  shall  be  shown  all  man-holes,  flush 
tanks,  lamp-holes,  siphons  and  stream  crossings,  with  elevations  of 
stream  bed  and  normal  water.  Figures  showing  the  size  of  gradients  or 
sewers,  surface  elevations,  sewer  inverts,  etc.,  should  be  shown  with 
the  same  frequency  as  required  for  the  map. 

Grades. — (b)  The  following  gradients  for  sewers  flowing  half  full 
are  suggested  as  minimum  grades  for  ordinary  use  as  with  careful  con- 
struction a  theoretical  velocity  of  approximately  2  feet  per  second  can 
be  obtained: 

Fall  in  ft.  ' 
Size  per  100  ft. 

of  pipe  of  sewer 

8-inch 0.40 

10-inch 0.29 

12-inch  0.22 

15-inch  0.16 

18-inch  0.12 

20-inch  \0.10 

24-inch  0.08 
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The  sewers  should  have  a  capacity  when  flowing  half  full  sufficient 
to  carry  twice  the  future  average  flow  twenty-five  years  hence,  plus 
a  sufficient  allowance  for  ground  •  water  infiltration.  When  grades 
lower  than  those  given  are  used,  an  explanation  anu  reason  for  the 
use  of  such  grade  should  be  included  in  the  engineer's  report.  On 
each  sheet  of  profiles  must  be  given,  under  the  title,  an  index  of  the 
streets  appearing  on  that  sheet.  Profile  sheets  shall  be  numbered  con- 
secutively. 

RULE  XIX. 

Detail  Plans. — Detail  drawings  of  sewer  sections  except  where  terra 
cotta  or  iron  pipe  is  used,  and  of  all  sewer  appurtenances,  such  as 
man-hole,  lamp  holes,  flush  tanks,  inspection  chambers,  siphons  and  any 
special  structures,  shall  accompany  the  general  sewer  plans.  The  detail 
plans  shall  be  drawn  to  such  a  scale  as  to  show  suitably  and  clearly 
the  nature  of  the  design  and  all  details  such  as  man-hole  frames  and 
covers,  iron  pipes,  valves,  gates,  etc. 

RULE    XX. 

Disposal  Works. — (a)  The  plans  for  the  disposal  works  shall  in- 
clude a  general  plan  upon  which  reserve  areas  or  future  extensions 
are  clearly  shown,  and  detail  plans  of  the  various  units  and  structures 
which  comprise  the  plant.  A  weir  or  other  measuring  device  shall  be 
provided  at  some  convenient  point,  and  the  installation  of  a  recording 
device  is  recommended  and  in  particular  instances  may  be  required. 

Detail  Plans. —  (b)  The  detail  plans  shall  show  -longitudinal  and 
transverse  sections  sufficient  to  explain  the  construction  of  each  unit. 
They  should  also  show  the  distributing  and  drainage  systems,  general 
arrangement  of  any  automatic  devices,  sizes  of  stone,  gravel,  or  sand 
used  as  filtering  material  and  such  other  -information  as  is  required  for 
the  intelligent  understanding  of  the  plans. 

RULE  XXI. 

Drawings. — (a)  All  drawings  submitted  shall  be  neatly  and  plainly 
executed  and  may  be  traced  directly  on  tracing  cloth,  printed  on  trans- 
parent cloth  or  printed  on  any  of  the  various  papers  which  give  distinct 
lines.     All  sprints  shall  be  clear  and  legible. 

General  Requirements — Application  for  Approval. — (b)  The  applica- 
tion for  approval  of  plans  shall  be  made  by  the  proper  municipal 
authorities,  persons  for  whom  the  work  is  to  be  done  or  properly 
authorized  agents  upon  blank  forms  which  will  be  supplied  by  the 
board. 

Systems  on  Separate  Plan. —  (c)  Under  ordinary  circumstances  the 
board  will  approve  such  plans  only  when  designed  upon  separate  plan, 
in  which  all  rainwater  from  roofs,  streets  and  other  areas  and  all 
ground    water,    other    than    unavoidable    leakage    is    to   be    excluded. 

By-Passes. —  (d)  No  by -passes  which  may  allow  raw  or  partly  puri- 
fied 'sewage  to  be  discharged  from  the  sewers  or  disposal  works  shall 
be  included  in  the  plans  except  by  special  permission  of  the  board. 

Deviation  From  Approved  Plans. —  (e)    No  deviation   from  approved- 
plans    shall    be    made    unless    amended    plans,    showing    such    proposed 
changes   have   been   submitted    to   and   approved   by  the   board,    (unless 
these   changes  do   not  affect  the   efficiency   or  the   public   health). 

Size  of  Drawing's. — (f)  With  the  exception  of  the  map,  the  following 
dimensions  are  suggested  for  ordinary  use:  Distance  from  top  to  bot- 
tom, 20  or  30  in.;  length,  24  in.,  32  in.,  40  in.,  or  48  in.  *r  thereabouts. 
By  this  section,  it  is  intended  to  prevent  the  use  of  long  profiles  and 
unnecessary  large  maps,  which  are  difficult  to  file  or  to  use. 
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Title. —  (g)  Each  drawing  shall  have  legibly  printed  thereon,  the 
name  of  the  town  or  persons  for  whom  the  drawing  is  made,  the  name 
of  the  engineer  in  charge,  the  date,  the  scale,  and  such  reference  in  the 
titles  as  are  necessary  for  the  complete  understanding  ot  each  drawing. 

RULE  XXII. 

Engineer's  Report. — A  report  written  by  the  designing  or  consult- 
ing engineer,  should  accompany  all  plans  for  complete  sewerage  sys- 
tems, and  shall  give  all  data  upon  which  the  design  is^  based,  such  as: 

(1)  Information  Concerning  Sewer  Systems. — (a)  Nature  and  ex- 
tent of  the  area  which  it  is  proposed  to  include  within  the  present 
system  of  sewerage,  and  the  area  which  it  is  planned  shall  ultimately 
drain  into  this  system,  (b)  The  population  to  be  served,  both  present 
and  estimated  for  twenty-five  years  hence.  (c)  The  estimated  per 
capita  daily  flow  of  sewage  to  be  cared  for.  (d)  The  total  and  per 
capita  water  consumption  of  the  town  at  the  present  time,  (e)  The 
allowance  made  for  leakage  into  the  sewers,  (f)  The  estimated  dally 
flow  of  sewage  including  leakage,  (g)  The  character  of  the  sewage 
(whether  domestic  or  including  manufacturing  wastes,  and  in  the 
case  of  the  latter,  the  nature  and  approximate  quantity  of  the  same 
stated  in  specific  terms).  (h)  Method  of  flushing  or  periodically 
cleaning  the  sewers,  (i)  That  portion  of  the  sewers  to  be  built  at 
the  present  time,  (j)  The  minimum  grades  of  sewers  for  each  size 
used,  (k)  If  there  are  sections  which  cannot  drain  into  this  system,  the 
expent  of  such  sections  and  the  probable  future  disposition  of  the 
sewage  from  these  sections.  (1)  Distance  of  sewage  outlet  from 
shore  and  depth  of  water  at  outlet  if  outfall  discharges  into  a  large 
stream. 

A  list  of  bench  marks  or  fixed  elevations  should  be  included  in 
this   report.  - 

(2)  Information  Concerning"  Disposal  PIant.---With  regard  to  the 
disposal  plant  ,the  engineer's  report  shall  cover  the  following  subjects: 
(a)  The  method  of  disposal  to  be  adopted  and  a  inscription  of  the 
units  of  the  system,  (b)  The  rate  of  working  of  each  unit,  (c)  If 
disinfectant  is  to  be  used,  the  name  of  the  disinfecting  substance,  the 
quantity  per  million  gallons  of  sewage  and  the  method  of  application, 
(d)  The  nature  of  the  body  into  which  the  effluent  discharges  with 
particular  reference  to  the  run-off  during  dry  weather,  (e)  The  dis- 
posal of  sludge,  (f )  ,  All  conditions  peculiarly  characteristic  of  the 
locality  and  which  in  any  way  affect  the  design  of  the  system,  (g) 
Special  devices  used  in  connection  with  the  disposal  system,  (h)  Spe- 
cial methods  of  maintainance  or  operation  of  the  system.  (i)  The 
results  expected  from  the  purification  system,  (j)  Explain  any  pro- 
visions   for    reserve    units    in   pumping    plants,    pipe    lines,    filters,    etc. 

RULE    XXIII. 

Specifications  and  Estimate  of  Cost. — Specifications  for  the  con- 
struction of  the  system  of  sewers  and  sewage  dispot,eu  works  and  an 
estimate  of  the  cost  of  the  same  shall  accompany  all  plans  for  new  or 
original  systems.  With  plans  for  extensions  of  existing  systems  speci- 
fications may  omitted,  provided  that  these  extensions  are  to  be  con- 
structed in  accordance  with  specifications  filed  previously  with  original 
plans. 

RULE    XXIV. 

Extension  of  Present  System. — If  plans  are  solely  for  the  exten- 
sions of  an  existing  system  then  only  information  as  is  necessary  for 
the  comprehension  of  plans  will  be  required.  This  information  must 
in   general   conform  to  the   above   requirements   for   a  complete   system. 

Operation  of  Pumping  Stations  or  Water  Plants. 
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RULE    XXV. 

Responsibility  of  Operatives. — Municipal  authorities,  water  company 
officials,  or  employes  in  charge  of  pumping  stations  or  water  plants 
furnishing  water  for  domestic  use  where  water  is  suhjected  to  sedi- 
mentation, filtration  or  disinfection,  in  order  to  insure  a  safe  supply, 
shall  not  discontinue  the  use  of  sedimentation  basin,  nor  of  the  filter 
bed,  nor  of  the  disinfection,  and  permit  raw  untreated  water  to  enter 
the  supply  mains  without  first  giving  due  notice  to  all  patrons  and 
advising  boiling^  of  the  water  for  such  time  as  the  raw  water  is  being 
used. 

PART    VIII. 

Rules  and  Regulations  Governing  the  Inspection  of  Water  Supplies 
and  the  Collection  and  Analysis  of  Water  Samples  and  Providing  a 
Schedule  of  Fees  for  Such  Inspection,  Collection  and  Analysis. 

Investigation*  of  Ground  Water  Supplies. 

RULE  I. 
A  field  investigation  of  city  supplies  furnishing  ground  water  shall 
be  made  at  least  once  each  year  by  an  inspector' of  the  State  Board  of 
Health.  A  complete  record  of  the  exact  condition  of  the  environment 
of  each  water  supply  from  the  sanitary  aspect  shall  be  made.  At  the 
same  time  a  laboratory  investigation  shall  be  conducted  by  making 
complete,  chemical,  mineral,  and  bacteriological  examinations  of  prop- 
erly collected  samples  of  water. 

RULE    II. 

Additional  samples  shall  be  collected  at  intervals  as  seem  required 
in  each  case.  These  samples  shall  be  collected  by  local  health  officers, 
water  works'  officials  or  other  persons  authorized  by  the  Secretary 
of  the  State  Board  of  Health.  It  shall  be  the  duty  of  the  officials  so 
appointed  to  take  the  samples  on  the  day  designated,  the  official  must 
wire  the  laboratory  the  date  that  the  samples  will  be  forwarded.  The 
water  laboratory  will  furnish  the  containers  for  water  samples  and 
also  full   directions   for   sampling. 

RULE    III. 

Reports  on  all  ground  water  supply  investigations  shall  be  prepared 
by  the  laboratory  division.  These  reports  shall  contain  a  record  of  all 
field  and  analytical  data,  together  with  appropriate  recommendations 
and  conclusions.  Reports  shall  be  transmitted  to  the  Secretary  of  the 
State  Board  of  Health  or -to  parties  whom  he  may  designate. 

RULE    IV. 

Investigations  of  proposed  city  water  supplies  shall  be  made  upon 
request  to  the  Secretary  of  the  State  Board  of  Health. 

RULE    V. 
Fees  have  been  fixed  based  upon  the  population  of  the  cities. 

Population 

of  Cities  Fees 

Under'     500  $12.50 

500-  1,000  20.00 

1,000-  2,000 25.00 

2,000-  3,000  30.00 

3,000-  5,000  35.00 

5,000-15,000  40.00 

15,000  and  up  50.00 
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Investigation  of  Surface  Water  Supplies. 

RULE  VII. 
A  field  investigation  of  city  supplies  furnishing  surface  water  shall 
be  made  at  least  once  each  year  and  as  frequent  thereafter  as  seems 
necessary  in  each  case.  A  record  of  the  exact  conditions  of  the  environ- 
ment of  each  surface  water  supply  from  the  sanitary  aspect  shail  be 
made.  Tests  of  the  operation  of  all  plants  will  be  made  at  the  time 
of   the   field   inspection. 

At  the  same  time,  a  laboratory  investigation  shall  be  conducted 
by  making  appropriate  tests  on  a  series  of  properly  collected  samples 
of  water  taken  to  represent  both  the  raw  water  and  the  tap  or  treated 
water. 

RULE  VIII. 
Additional  samples  shall  be  collected  at  intervals  ^a  seems  required 
in  each  case.  These  samples  shall  be  collected  by  local  health  officers, 
water  works  officials  or  other  persons  authorized  by  the  Secretary  of 
the  State  Board  of  Health.  It  shall  be  the  duty  of  the  official  so 
appointed  to  take  the  samples  on  the  day  designated  by  the  water 
laboratory.  If  it  is  not  possible  to  secure  the  samples  on  the  date 
designated,  the  official  must  wire  the  laboratory,  the  aate  that  the 
samples  will  be  forwarded.  The  water  laboratory  will  furnish  the 
containers    for    water    samples    and    also    full    directions    for    sampling. 

RULE    IX. 

Reports  on  all  surface  water  supply  investigations  shall  be  pre- 
pared by  the  laboratory  division.  These  reports  shali  contain  a  record 
*  of  all  field,  operating  and  analytical  data  together  with  appropriate 
recommendations  and  conclusions.  Reports  shall  be  re-transmitted  to 
the  Secretary  of  the  State  Board  of  Health,  or  to  parties  whom  he  may 
designate. 

RULE    X. 

Water  works  officials  shall  be  required  to  keep  all  data  on  the 
operation  of  purification  plants  that  may  be  required  by  the  Board  of 
Health   and  the   date  reported  on  request. 

RULE    XI. 

Investigations  of  proposed  city  water  supplies  shall  be  made  upon 
request  to  the  Secretary  of  the  State  Board  of  Health. 

RULE   XII, 

The  fees  authorized  by  this  law  for  services  rendered  under  these 
regulations  for  surface  water  supplies  shall  be  payable  December  1st 
of  each  year  to  the  Treasurer  of  the  State  of  Montana. 

RULE  XIII. 
Pees  have  been  fixed  based  upon  the  population  of  cities:    " 

Population  of  cities  Fees 

Under  1,500  - $30.00 

1,500-  3,000  50.00 

3,000-  6,000  90.00 

6,000-10,000  100.00 

10,000  and  above  : 150.00 

Investigation  of  Water  Supplies  Owned  by  Common  Carriers  and 
Used  for  Supplying  Drinking  Water  on  Passenger  Trains. 

75 


RULE    XIV. 
The  water  supplies  owned  by  common  carriers  and  used  for  supply- 
ing drinking  water  on  passenger  trains  shall  be  investigated  twice  annu- 
ally in  accordance  with  the  usual  practice  of  the  State  Board  of  Health 
as   specified   above,    under   ground    and   surface   water   supplies. 

RULE   XV. 

The  results  of  these  investigations  shall  be  reported  to  the  Secre- 
tary of  the  State  Board  of  Health,  who  in  turn  shall  report  the  same 
to  the  proper  railroad  officials,  and  to  the  Surgeon  General  of  the 
United    States   Public   Health    Service. 

RULE  XVI. 

The  fees  for  services  rendered  under  these  rules  and  regulations 
shall   be  payable  December   1st  each   year  to   the   State  Treasurer. 

RULE  XVII. 

The  annual  fee  shall  be  $30.00  for  each  water  supply  privately  owned 
and  used  by  a  common  carrier  for  supplying  drinking  water  on  passen- 
ger trains. 

Investigation  of  Water  Offered  for  Sale  in  Bottles  and  Other  Con- 
tainers. 

RULE    XVIII. 

All  plants  where  water  is  prepared  for  sale  in  bottles  or  other 
containers  for  drinking  and  the  source  of  all  such  water  shall  be  in- 
spected at  least  once  each  year. 

At  the  same  time,  laboratory  investigations  shall  be  conducted  by 
making  examinations  of  properly  collected  samples  of  water.  Additional 
samples  shall  be  examined  from  time  to  time  as  may  seem  necessary. 

RULE  XIX. 

The  operation  of  all  bottling  plants  from  the  sanitary  asvect  must 
be  satisfactory  to  the  State  Board  of  Health.  All  containers  in  which 
water  is  offered  for  sale  must  be  sterilzied  before  refilling  and  the 
method   employed   must   be  satisfactory   to   the   State   Board    of   Health. 

RULE   XX. 

Reports  of  all  investigations  under  this  division  of  the  rules  and 
regulations  shall  be  made  to  the  Secretary  of  the  State  Board  of  Health 
in  the  usual  manner. 

RULE  XXI. 

The  fees  for  services  rendered  under  these  rules  and  regulations 
shall  be  payable  to  the  State  Treasurer  on  December  1st,  of  each 
year. 

RULE    XXII. 

The  fee  shall  be  $30.00  each  year  for  each  plant  preparing  bottled 
water   for   the   market. 

PART   IX. 

Rules  and  Regulations  for  the  Government  and  Supervision  of 
School,  County  and  Public  Health  Nurses. 

RULE    I. 

Any  person  employed  by  the  State  or  by  any  city,  county,  school, 
industrial  or  other  organization,  who  shall  professionally  engage  in 
any  form  of  social  work  in  which  the  health  of  the  Public  is  con- 
cerned, and  which  shall  include  (a)  the  supervision  of  the  sick,  (b)  the 
giving  of  nursing  care,   instruction  or  advice,  and    (c,    of  advice   as  tc 

76 


the  prevention  of  illness  or  of  communicable  disease,  shall  be  held  to 
be  engaged  in  Public  Health  Nursing:  Provided,  that  this  definition 
shall  not  apply  to  those  engaged  in  the  actual  care  or  supervision  of 
the  sick  or  injured  in  hospitals  or  other  institutions  intended  for  the 
care  of  those  actually  sick  or  injured;  and  provided  also  that  it  shall 
not  apply  to  those  employed  as  health  officers  by  the  State  or  by  any 
city  or  county,  nor  to  physicians  employed  by  any  school,  industrial 
concern  or  other  organization. 

« 

RULE    II. 

No  person  shall  be  approved  as  a  Public  Health  Nurse  in  Montana 
except  such  person  shall  be  a  graduate  of  an  accredited  hospital  train- 
ing school  of  good  standing,  and  shall  have  taken  a  post-graduate  course 
in  Public  Health  Nursing  or  have  had  experience  in  an  approved  field 
of  Public  Health  Nursing  under  careful  supervision,  and  be  eligible  for 
registration    under    the    laws    of    the    State. 

/ 

RULE    III. 

On  receiving  appointment,  the  Public  Health  Nurse  shall  immedi- 
ately notify  the  State  Board  of  Health  and  the  local  or  county  health 
officers  having  jurisdiction  within  the  territory  to  which  such  nurse 
is    assigned. 

RULE    IV. 

In  all  work,  the  Public  Health  Nurse  shall  adheic  and  conform  to 
strict  professional  ethics,  and  in  no  case  shall  the  nurse  diagnose  or 
prescribe  without  the  consent  or  advice  of  a  physician,  provided  that 
when  out  of  communication  with  physicians,  temporary  emergency 
measures   may  be   instituted. 

RULE    V. 

(a)  Whenever  any  public  health  nurse  has  reason  to  suspect  or 
believe  the  presence  of  communicable  disease  in  any  person  or  house- 
hold, such  suspicion  or  belief  shall  be  immediately  reported  to  the 
local  or  county  health  officer  having  jurisdiction,  and  in  event  such 
suspected  disease  exists  in  any  pupil  or  in  any  household  from  which 
children  attend  school  in  isolated  communities  where  the  health  officer 
cannot  exercise  immediate  supervision,  the  nurse  shall  also  immedi- 
ately notify  the  principal  or  teacher  of  the  school  when  such  child  or 
children   attend. 

(b)  In  the  event  of  epidemics  <ir  the  undue  prevalence  of  communi- 
cable disease,  it  shall  be  the  duty  of  the  public  healtu  nurse  to  render 
the  State,  local  or  county  health  authorities,  every  assistance  in  house- 
to-house  investigations,  in  inspection  and  reporting  upon  the  observ- 
ance of  quarantines  or  isolations,  and  in  properly  instructing  quaran- 
tined families  or  households  in  the  care  of  the  sick  and  the  protection 
of  the  well,  in  disseminating  public  information  as  to  the  avoidance  of 
infection,  or  in  such  other  prophylactic  and  suppressive  measures  as  the 
health  authorities  may  direct. 

RULE    VI. 

It  shall  be  the  duty  of  the  public  health  nurse  to  report  to  the 
proper  authorities  or  organizations,  all  instances  of  insanitation,  bad 
housing,  poverty,  unemployment,  overwork,  violations  of  the  child  labor 
law,  neglected,  ill-treated,  physically  or  suspected  mentally  defective 
children,  and  such  other  conditions  as  might  seem  to  demand  the 
interest  or  intervention  of  a  legally  constituted  or  philanthropic  agency. 
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RULE    VII. 

All  public  health  nurses  shall  make  monthly  reports  to  the  Child 
Welfare  Division  of  the  State  Board  of  Health  on  blanks  to  be  fur- 
nished by  that  Division,  and  such  other  reports  as  the  division  may 
from   time  to   time   require. 

RULE  VIII. 

(a)  The  school  nurse  shall  be  under  the  direct  supervision  of  the 
superintendent  of  school  or  schools  where  she  is  employed  and  in 
addition  to  the  reports  required  by  Rule  VII  shall  furnish  the  super- 
intendent with  such  reports  as  he  or  she  may  direct. 

RULE   IX. 

When  directed  by  her  superintendent  or  employer,  it  shall  be  the 
duty  of  the  school  nurse  to  make  an  examination  of  the  children  in  the 
school  or  schools  where  she  is  employed  and  to  notify  the  parents  or 
guardians  of  the  children  of  the  physical  defects  and  diseases  from 
which  the  children  appear  to  be  suffering,  and  she  shail  call  upon 
such  parents  or  guardians  and  explain  to  them  the  nature  of  the  defects 
or  disease  from  which  the  children  appear  to  be  suffering  and  in  a 
tactful  way  advise  that  their  family  physician  be  consulted.  The  nurse 
shall  not  advise  the  services  of  any  one  physician  to  the  exclusion  of 
other  physicians.  On  notification  by  the  superintendent  or  teacher 
of  the  absence  from  school  of  any  child  without  a  known  cause,  the 
school  nurse,  shall,  as  soon  as  possible,  visit  the  home  of  such  child, 
and  .report  findings   to   proper   authorities. 

PART    X. 

Rules  and  Regulations  for  Venereal  Disease  Control. 

RULE    I. 

Duties  of  Health  and  Peace  Officers. — Whenever  information  shall 
reach  any  local  or  county  health  officer  concerning  the  existence  of  a 
case  of  venereal  disease  which  may  necessitate  action  on  the  part  of 
said  health  officer  under  the  provisions  o  fSection  3,  Chapter  106,  Ses- 
sion Laws  of  1919,  said  local  or  county  health  officer  is  hereby  directed 
to  investigate  such  information  received  and  to  take  appropriate  action 
in  each  case  to  protect  the  public  health  by  observing  the  following 
procedure: 

(a)  When  a  duly  qualified  physician  reports  a  case  of  venereal 
disease  by  number  and  withholds  the  name  of  the  patient,  it  is  under- 
stood that  the  physician  accepts  responsibility  for  the  conduct  of  the 
patient  and  the  health  officer  shall  transmit  the  report  to  the  State 
Board  of  Health.  Should  information  reach  the  health  officer  through 
channels  other  than  the  pysician's  report  that  the  conduct  of  a  patient 
whpse  case  has  been  reported  by  number  is  such  as  tc  expose  others  to 
infection,  it  is  the  duty  of  the  health  officer  to  take  appropriate  action 
to  protect  the  public  health,  even  though  such  action  should  require  the 
quarantine  of  such  infected  person.* 

(b)  When  the  names  and  addresses  6f  persons  infected  with 
venereal  disease  are  reported  by  physicians,  the  procedure  adopted 
should  be  such  as  will  extend  every  proper  courtesy  to  the  physician 
making  the  report,  duly  respect  the  confidential  nature  of  the  informa- 
tion, and  adequately  protect  the  public  health.  So  long  as  the  health 
officer  believes  that  the  physician  has  always  acted,  and  in  the  particu- 
lar case  is  acting  in  good  faith,  he  should  communicate  with  the  phy- 
sician personally,  if  practicable,  and  get  all  the  information  possible 
as  to  the  character  of  such  infected  person  and  the  likelihood  that  the 
patient's  conduct  may  be  such  as  might  spread  the  disease  to  others. 
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(c)  After  communication  with  the  attending  physician,  if  an  inter- 
view with  the  patient  is  deemed  necessary  a  private  interview  should  be 
sought  at  the  earliest  opportunity.  The  purpose  of  the  interview  should 
be  disclosed  to  no  one  except  the  patient.  The  provisions  of  the  state 
law,  regulations  and  local  ordinance,  if  any  has  been  passed,  should  be 
carefully  explain  so  that  the  patient  may  fully  appreciate  the  powers 
which  the  health  officer  may  exercise  under  such  li*w,  regulations  or 
ordinance.  If  the  interview  with  the  patient  is  not  sufficient  to  deter 
him  from  exposing  others,  it  is  the  duty  of  the  health  officer,  in  order 
to  protect  the  public  health,  to  institute  quarantine  witnout  delay. 

(d)  When  the  persons  whose  names  are  reported  are  known  to  be 
prostitutes  or  pimps,  or  to  be  engaged  in  any  way  in  commercialized 
vice,  it  may  be  assumed  that  such  persons  cannot  be  trusted  to  protect 
others  from  exposure  to  infection,  and  it  is  the  duty  of  the  health  officer 
to  take  immediate  steps  to  quarantine  them  without  waiting  to  inter- 
view either  the   physician   or  the  patient. 

(e)  In  all  other  cases  where  quarantine  is  instituted,  the  health 
officer  will  wish  to  satisfy  himself  as  to  the  accuracy  vi  the  diagnosis. 
Before  deciding  to  quarantine  a  person  infected  with  venereal  disease, 
the  health  officer  should  study  the  facts  in  the  case  to  determine  the 
best  method  of  handling  the  individual  case. 2  It  is  not  desired  to  place 
the  expense  of  maintaining  and  treating  such  persons  for  a  consider- 
able period  upon  the  public  unless  such  action  is  necessary  to  protect 
the  public  health. 

(f)  Sheriffs,  deputy  sheriffs,  constables,  chiefs  of  police,  jailers, 
and  all  peace  officers  are  hereby  directed  and  empowered  to  detain  and 
immediately  place  in  quarantine  all  persons  arrested  by  them  or  placed 
in  their  custody  charged  with  the  crime  of  pimping  or  prostitution  or 
arrested  under  the  state  vagrancy  law  (Section  8828,  Revised  Codes  of 
Montana,  1907),  and  suspected  of  being  pimps  or  prostitutes,  until 
examined  for  venereal  disease  by  the  health  officer  having  jurisdiction. 

(g.)  The  health  officer  shall  examine  promptly  and  thoroughly, 
by  both  clinical  and  laboratory  methods,  all  persons  referred  by  peace 
officers  as  suspected  of  having  venereal  disease.  Such  examination  shall 
be  made  promptly  but  shall  not  call  for  action  on  the  part  of  the  health 
officer  at  unreasonable  hours  or  in  such  undue  haste  as  may  admit  of 
possible  errors  in  findings.  The  health  officer  shall  take  appropriate 
action  to  protect  the  public  health  in  all  cases  found  to  be  infected. 

(h)  A  circumspect  inquiry  concerning  all  persons  reported  by 
druggists  as  having  purchased  drugs  for  the  treatment  of  venereal 
disease  should  be  made  by  the  health  officer  or  his  representative,  to 
determine  if  the  reported  person  is  conducting  himself  or  herself  in  a 
manner  prejudicial  to  the  public  health.  Measures  for  the  treatment 
of  quarantine  of  such  individuals  should  be  conditioned  upon  the  results 
of  such  inquiry.  In  all  such  cases,  the  health  officer  should  seek  to 
avoid  the  treatment  of  such  patients  for  pay,  and  any  other  act  which 
may  lead  to  misinterpretation  of  his  motive. 3 

(i)  In  every  case  of  venereal  disease  wherein  a  person  is  deemed 
a  menace  to  the  public  health,  every  effort  should  be  made  to  have 
such  person  submit  voluntarily  to  an  examination  by  the  health  officer, 
but  when  such  person  refuses  or  neglects  to  thus  voluntarily  submit  to 
such  examination  he  (or  she)  may  be  apprehended  by  a  peace  officer 
upon  an  order  issued  by  the  health  officer  on  form  to  be  supplied  by 
the  State  Board  of  Health.  4  All  quarantine  measures  for  control  of 
venereal  disease  should  be  carried  out  with  as  little  publicity  as 
possible. s 

0")  Information  concerning  the  presence  of  venereal  disease  may 
often  reach  the  health  officer  through  channels  other  than  official. 
Private  citizens   or   representatives   of  certain   societies   or   civic   organi- 
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zations,  may  report  cases,  and  it  is  the  duty  of  the  health  officer  to 
carefully  investigate  all  cases  so  reported  and  proceed  as  prescribed  in 
paragraph    (i). 

RULE    II. 

Travel  or  Change  of  Residence  by  Persons  Infected  With  Syphilis, 
Gonococcus  Infection  or  Chancroid,  Prohibited  Unless  Authorized  by 
Health  Officer. 

(a)  No  person  infected  with  syphilis,  in  communicable  form,  gon- 
ococcus infection  or  chancroid  who  is  under  detention  or  treatment 
by  order  of  a  local,  county  or  state  health  officer  shall  travel  from  one 
health  jurisdiction  to  another  within  the  state,  or  from  one  community 
to  another  within  the  same  health  jurisdiction  except  upon  a  permit 
in  writing  granted  by  the  local  health  officer  under  whose  jurisdiction 
such  person  resides.  The  permit  shall  state  that,  in  the  opinion  of  the 
health  officer,  the  proposed,  travel  is  not  dangerous  to  public  health. 
An  applicant  for  a  permit  to  change  residence  from  one  health  juris- 
diction to  another  shall  inform  the  health  officer  to  whom  the  appli- 
cation is  made  as  to  the  intended  place  of  residence,  and  shall  agree 
in  writing  to  report  in  person  to  the  proper  health  officer  within  one 
week  after  arrival  at  the  new  place  of  residence. 

(b)  It  shall  be  the  duty  of  the  health  office  who  issues  a  permit 
for  change  of  residence  to  another  jurisdiction  to  promptly  notify  the 
health  officer  under  whose  jurisdiction  the  infected  person  proposes  to 
enter,  that  such  a  permit  has  been  issued.  This  notice  shall  contain 
the  name  of  the  infected  person  and  address  to  which  such  person  pro- 
poses to  move  and  a  copy  of  such  notice  shall  also  be  forwarded  to  the 
State  Board  of  Health. 

(c)  Upon  receiving  such  notice  any  health  officer  shall  ascertain 
and  report  the  arrival  of  such  infected  person  to  the  health  officer  who 
issued  the  permit  for  change  of  residence  and  shall  also  notify  the  State 
Board  of  Health  that  such  change  of  residence  has  taken   place. 

(d)  Each  application  for  a  permit  to  travel  or  change  residence 
must  contain  an  agreement  signed  by  the  applicant  to  continue* treat- 
ments under  the  direction  of  a  legally  licensed  physician  until  per- 
mission to  discontinue  treatment  has  been  received  from  the  health 
officer.  No  health  officer  shall  permit  the  discontinuance  of  treatment 
under  such  conditions  until  the  infected  person  has  become  non-infec- 
tious  according  to   the   standards   fixed   by  the   State   Board   of   Health. 

RULE    III. 

Standards  for  Determining'  IVon-Infection. — For  the  purposes  of 
quarantine  or  isolation  for  the  protection  of  public  health  as  provided 
for  in  Section  3,  Chapter  106,  Session  Laws  1919,  the  following  shall  be 
accepted  as  practicable  standards: 

(a)  Cases  of  gonococcus  infection  are  to  be  regarded  as  infectious 
until  at  least  three  successive  smears  taken  not  less  than  five  days 
apart  fail  to  show  gonococcus.  Smears  for  such  examination  must  be 
taken  not  less  than  forty-eight  hours  following  last  local  treatment,  nor 
immediately  following  urination. 

(b)  Cases  of  syphilis  are  to  be  regarded  as  infectious  until  all 
lesions  of  skin  or  mucous  membranes  are  completely  healed.  In  the 
case  of  doubt  as  to  diagnosis  of  such  skin  or  mucous  membranes,  the 
patient  shall  be  held  until  a  laboratory  finding  discloses  a  negative 
Wassermann,  and  in  all  such  findings' the  report  of  the  hygienic  labora- 
tory of  the  State  Board  of  Health  shall  be   regarded   as  final. 

(c)  The  standards  prescribed  in  this  rule  shall  apply  only  for 
the  enforcement  of  Section  3  and  shall  not  contra-indicate  the  report- 
ing of  all  cases  of  venereal  disease,  infectious  or  non-infectious,  as 
required  by  Section  2. 
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RULE    IV. 

(a)  Public  Baths  and  Barber  Shops. — No  person  suffering  from 
syphilis,  gonococcus  infection  or  chancroid  shall  apply  for  service,  be 
served  or  employed  in  a  public  bathroom  or  swimming  pool  in  the 
State  and  no  person  suffering  from  syphilis  in  a  communicable  form 
shall  apply  for  service  or  be  served  in  any  barber  shop,  nor  shall  any 
person  suffering  from  syphilis  in  communicable  form,  gonococcus  in- 
fection or  chancroid  be  employed  or  permitted  to  perform  any  service 
in  any  barber  shop. 

(b)  Occupation  Forbidden  to  Persons  Infected  With  Syphilis,  Gon- 
ococcus Infection  or  Chancroid. — No  person  infected  with  syphilis  in 
communicable  form  shall  engage  in  the  occupation  of  nurse,  nurse-maid, 
domestic,  servant,  barber,  hair-dresser,  chiropodist,  manicure,  bath 
attendant,  masseur,  or  any  other  occupation  in  which  syphilitic  infec- 
tion may  be  transmitted  to  others.  No  person  infected  with  syphilis 
in  communicable  form  or  gonococcus  infection  shall  engage  in  any 
occupation  which  involves  intimate  contact  with  children.  No  person 
infected  with  syphilis  in  communicable  form,  gonococcus  infection  or 
chancroid  shall  engage  in  any  occupation  which  involves  the  prepara- 
tion, handling,  serving  or  dispensing  by  the  infected  person  of  foods, 
drugs  or  beverages  intended  for  the  use  of  others. 

NOTES    ON    THE    PROCEDURE.* 

iThe  power  of  quarantine  vested  in  the  health  officer  is  a  discre- 
tionary power.  Each  case  should  be  carefully  studied  as  a  basis  for 
exercising  judgment  in  its  disposition. 

2The  health  officer  should  remember  that  quarantine  for  venereal 
disease  is  not  a  procedure  to  be  carried  out  by  rote  and  applied  in- 
discriminately to  all  infected  persons.  It  is  expected  that  the  majority 
of  cases  of  venereal  disease  will  be  treated  by  private  physicians. 
Clinics  are  being  established  in  the  larger  cities  for  the  treatment  of 
others  suitable  for  clinic  treatment.  Quarantine  is  reserved  for  those 
who  are  a  menace  to  the  public  health  if  given  their  liberty  while  under 
treatment.  It  is  a  mistake  to  undertake  the  treatment  of  cases  in  a 
clinic  that  should  be  placed  under  quarantine. 

sif  physicians  who  treat  patients  that  have  been  reported  by  drug- 
gists will  write  prescriptions  instead  of  dispensing  their  own  drugs,  the 
druggists  will  not  feel  so  strongly  that  they  are  losing  by  reporting 
such  cases. 

*The  state  law  and  regulations  of  the  State  Board  of  Health  confer 
upon  the  health  officer  ample  authority  to  hold  persons  for  investiga- 
tion to  determine  a  diagnosis  when  there  is  reason  to  suppose  that 
such  persons  may  be  infected  with  venereal  disease.  For  this  reason 
is  is  not  necessary  to  prefer  a  police  court  charge  in  order  to  hold 
suspects  even,  when  they  have  been  picked  up  by  the  police.  An  order 
from   the  health   officer  is   sufficient. 

s"When  persons  are  held  for  examination  on  the  order  of  a  health 
officer  there  is  no  occasion  to  employ  an  attorney,  as  the  questions 
involved  are  medical  and  not  legal  in  character  and  there  is  no  real 
service  that  an  attorney  can  render.  Regard  for  justice  and  square 
dealing  will  impel  the  health  officer  to  protect  persons  held  for  ex- 
amination from  being  imposed  upon  by  lawyers  who  are  willing  to 
accept  fees  without  rendering  service  in  return.  Quarantine  is  NOT 
a  criminal  procedure  and  does  not  involve  keeping  court  records.  This 
point  should  be  fully  understood  by  the  health  officer  and  explained  to 
other  officials  and  all  persons  concerned. 


♦Forms  and  blanks  for  apprehension,  detention  or  quarantine  procedure, 
or  for  applications  and  permits  for  change  of  residence  are  supplied  free  by 
the  State  Board  of  Health. 
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GENERAL  INFORMATION. 

Directions  for  Laboratory  Examinations. 

The  following  directions  are  issued  by  hygienic  laboratory  of  the 
Montana  State  Board  of  Health: 

1.  Free  examination  of  sputum,  cultures  from  the  cases  of  sus- 
pected diphtheria,  from  cases  of  suspected  gonorrhea,  complement  fixa- 
tion for  syphilis,  the  Widal  reaction  for  typhoid  fever,  pus  from  sus- 
peced  actinomycosis  or  other  infections,  typing  of  pneumococci  in 
cases  of  pneumonia,  blood  examinations  for  the  malarial  organism,  and 
the  examination  of  the  brains  of  animals  suspected  of  having  rabies, 
will  be  made  for  any  legally  qualified  physician   of  the   state. 

2.  All  specimens  should  be  sent  in  the  mailing  cases  which  are 
provided  by  the  laboratory  of  the  Montana  State  Board  of  Health. 
Health  officers  should  keep  on  hand  a  supply  of  mailing  cases  for  dis- 
tribution in  their  localities.  Mailing  cases  are  sent  prepaid  to  any 
physician   on  request. 

3.  Postage  on  all  specimens  sent  to  the  laboratory  must  be  pre- 
paid at  first  class  or  letter  rate. 

4.  Reports  of  examination  will  always  be  sent  by  mail.  If  re- 
quested, reports  will  be  made  by  telephone  or  telegraph  at  the  ex- 
pense of  the  person  making  the  request. 

5.  Brains  of  animals  suspected  of  having  rabies  must  be  taken 
out  and  packed  in  ice  and  sent  by  express  prepaid. 

6.  Pathological  specimens  of  tissues  will  be  examined  for  cancer, 
sarcoma,  etc.  Such  specimens  should  be  sent  in  5  to  10  per  cent 
formalin   solution. 

7.  No  analyses  or  laboratory  examinations  ivill  be  made  which  art 
not  related  to  or  of  importance  to  the  public  health. 

Information  Concerning"  Preparation  of  Specimens. 

(a)  Sputum  in  Suspected  Tuberculosis.* — Not  infrequently  a  pa- 
tient when  asked  for  a  specimen  of  his  sputum  will  endeavor  to  com- 
ply with  the  request  at  once  and  will  collect  a  specimen  which  merely 
comes  from  the  back  of  the*  mouth.  Tell  the  patient  not  to  be  in  a 
hurry,  but  wait  until  he  can  furnish  a  specimen  which  is  raised 
after  a  severe  fit  of  coughing.  All  specimens  are  examined  by  a  method 
of  concentration  and  not  by  simple  smear. 

(b)  Diphtheria. — Cultures  taken  from  suspected  cases  of  diphtheria 
should  never  be  taken  within  three  hours  after  the  use  of  antiseptics 
in  the  throat.  In  case  of  laryngeal  diphtheria  it  is  hard  to  get  a  good 
culture,  as  the  seat  of  the  infection  is  likely  to  be  beyond  the  reach 
of  the  swab.  This  should  be  borne  in  mind  when  a  negative  report  is 
received  in  a  case  of  laryngeal  involvement. 

Examinations  for  release  from  quarantine  are  of  even  greater 
importance  than  examinations  for  diagnosis.  There  is  no  fixed  time 
when  we  can  say  that  all  diphtheria  bacilli  have  disappeared  from  the 
throat.  The  germs  may  remain  in  the  throat  for  many  weeks  or  even 
months  in  some  cases. 

(c)  Widal  Reaction  for  Typhoid. — This  reaction  rarely  comes  on 
before  the  eighth  day,  and  may  be  delayed  until  the  third  week.  The 
blood  of  persons  who  have  had  the  disease  within  two  years  and  of 
persons  who  have  been  immunized  against  typhoid  will  usually  give 
the   reaction. 

(d)  Malarial  Fever. — This  disease  is  not  common  in  Montana.  All 
of  the  authentic  cases  which  have  come  to  notice  have  come  from  other 
places. 


♦The  same   direction  will  apply  in   sputum  from  pneumonia  cases. 
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(e)  Rabies-— The  ideal  method  for  testing  of  this  disease  is  by 
animal  inoculation.  But  such  a  test  can  only  be  made  when  the  brain  of 
the  suspected  animal  is  perfectly  fresh.  A  rabbit  which  has  been  inocu- 
lated with  the  brain  of  a  rabid  animal  will  usually  develop  the  dis- 
ease in  from  the  eleventh  to  the  twenty-first  day.  There  is  usually 
plenty  of  time  for  the  person  bitten  to  take  the  Pasteur  treatment  after 
this.  Because  of  the  fact  that  so  few  brain  speciments  can  be  received 
in  a  perfectly  fresh  condition,  microscopical  examination  for  the  Negri 
bodies  is  made.  The  examination  is  not  so  reliable  as  animal  inocula- 
tion, so  don't  kill  the  suspected  animal  unless  it  is  absolutely  necessary. 
Keep  it  in  confinement,  and  if  it  has  rabies  it  will  die  within  ten  days. 
This  test  comes  next  to  animal  inoculation.  Specimens  should  be  sent 
to  Hygienic  Laboratory,   State  Board   of  Health,   Helena,  Montana. 


DIAGNOSIS    OF   GONORRHEA. 

At  the  commencement/  of  a  gonorrhea  infection  epithelial  cells  are 
abundant  and  gonococci  are  found  adhering  to  them  or  lying  free.  Later 
on,  at  the  acme  of  the  discharge  (the  creamy,  abundant  discharge)  it 
is  in  the  pus  cells  we  find  them,  and  10%  to  20%  of  the  pus  cells  may 
contain  gonococci.  In -the  subacute  state  the  epithelial  cells  which  prac- 
tically disappear  when  the  discharge  is  abundant,  begin  to  reappear 
and  in  the  chronic  stage  the  epithelial  cells  are  the  chief  ones. 

The  diagnosis  of  a  very  early  and  of  a  chronic  case  of  gonorrhea 
requires  great  care  in  the  preparation  of  the  slides  for  examination,  for 
a  diagnosis  is  made  upon  the  presence  or  absence  of  gram  negative  in- 
tracellular diplococci  with  the  morphology  of  gonococci.  Extracellular 
gram  negative  diplococci  with  true  morphology  should  be  regarded  with 
great  suspicion  and  further  examination  made. 

Slides  before  use  should  be  washed  in  alcohol  or  ether  and  thoroughly 
dried  to  free  them  from  grease.  A  platinum  loop  or  probe  with  a  small 
amount  of  cotton  tightly  wound  about  the  end  may  be  used  to  collect 
the  discharge,  and  a  light  smear  made  across  the  slide.  Smears  should 
be  allowed  to  air  dry  and  never  placed  together  as  the  separation  of  the 
slides  breaks  up*  the  pus  cells  and  otherwise  renders  the  slide  unfit  for 
staining.  A  gram  stain  only  should  be  relied  upon  as  often  gram  posi- 
tive organisms  with  a  typical  morphology  are  present  in  urethral  dis- 
charges. 

In  chronic  cases,  physicians  should  observe  the  special  instructions 
for  taking  specimens  as  issued  by  the  laboratory  in  special  bulletin  sent 
out  by  the  Division  of  Social  Hygiene. 

SYPHILIS. 

The  primary  syphilitic  indurations  (chancre)  and  secondary  en- 
larged lymph  nodes  are  often  found  teeming  with  the  spirochaeta  pallida. 
This  invasion  of  the  lymph  glands  is  the  last  phase  of  the  primary  stage 
and  when  these  glands  have  ceased  to  serve  as  a  defense  a  sudden 
change  in  the  whole  aspect  of  the  disease  occurs,  the  spirochaeta  pallida 
have  entered  the  general  circulation.  A  diagnosis  in  the  primary  stage 
offers  the  patient  the  chance  of  a  one  hundred  per  cent  abortive  cure. 
When  the  infection  has  become  generalized  and  syphilis  is  shown  by  the 
Wassermann  reaction  the  disease  is  beyond  the  reach  of  an  abortive  cure. 

Demonstration  of  the  Treponema  Pallidum. — In  the  living  state  the 
spirochaeta  is  best  shown  with  the  aid  of  a  condenser  for  dark-field 
illumination.  The  primary  sore  should  be  washed  gently  and  dried 
to  free  it  from  contaminating  organisms;  a  drop  of  serum  may  how  be 
expressed  and  immediately  placed  upon  a  slide  for  examination.  In  such 
preparations  the  highly  refractile  cell  bodies  stand  out  against  the  dark 
background  and  the  motility  of  the   organisms  may  be   observed. 
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The  spirochaeta  can  often  be  found  in  the  lymph  nodes  immedi- 
ately adjacent  to  the  primary  sore.  Paint  the  surface  of  the  gland  with 
tincture  of  iodine  and  introduce  the  point  of  a  sterile  hypodermic  needle 
dfrectly  into  the  gland,  move  the  point  about  a  few  times  to  cause  the 
serum  to  be  expressed  and  withdraw  a  drop  for  examination. 

Examination  of  Smears. — Smears  should  be  ma'de  as  for  the  dark- 
field  illumination  and  permitted  to  dry.  The  smear  may  now  be 
covered  with  India  ink  and  permitted  to  dry  which  will  show  the  re- 
fractile  body  on  a  dark  background  with  the  aid  of  an  ordinary  micro- 
scope. The  spirochaeta  pallida  cannot  be  stained  with  the  weaker  aniline 
dyes  and  special  stains  must  be  used. 

In  the  Complement  Fixation  Test  for  syphilis  great  care  must  be 
exercised  by  the  physician  in  order  the  blood  may  not  hemolyze  or  the 
serum  become  anticomplementary.  The  variations  in  reports  on  serums 
by  different  laboratories  are  clue  primarily  to  the  lack  of  a  standard 
technique.  Fixation  of  the  complement  is  primarily  a  chemical  reaction 
requiring  time  for  its  completion.  The  method  as  adopted  by  the 
Hygienic  Laboratory  of  the  Montana  State  Board  of  Health  is  one  of 
four  hours  in  the  refrigerator  in  contradistinction  to  methods  of  one 
hour,  one-half  hour  or  fifteen  minutes  in  the  incubator  or  hot  water  bath. 
A  second  factor  causing  variations  is  the  use  of  different  antigens,  some 
being  very  sensitive  while  others  are  less  so.  A  third  factor  is  in  the 
titration  to  determine  dosage  of  complement  and  amboceptor  which 
varies  likewise  with  each  laboratory.  Laboratories,  however,  as  a  rule, 
vary  only  as  to  degree  of  positiveness  in  any  given  case  and  when  a 
diagnosis  is  established  the  reports  from  the  same  laboratory  is  the  best 
guide  as  to  the  progress  of  the  case. 

Directions  for  Obtaining  Specimens  for  the  Complement  Fixa- 
tion Test  for  Syphilis. 

Blood. — In  taking  blood  for  the  Wasserman  reaction  a  very  small 
amount  of  water  will  cause  hemolysis,  which  makes  the  blood  unsuitable 
for  the  test. 

Wrap  bandage  around  upper  arm,  just  tightly  enough  to  arrest  flow 
of  blood  in  superficial  veins.  Have  patient  open  and  shut  hand  several 
times  till  veins  become  prominent.  Sterilize  skin  over  vein  in  bend  of 
elbow  with  iodine  or  other  effective  agent,  and  let  dry.  With  left  hand 
hold  skin  taut  over  vein,  and  with  the  right  hold  needle  at  an  acute 
angle  with  arm  and  plunge  it  into  the  vein  in  tne  direction  of  its  long 
axis.  Allow  blood  to  flow  in  the  larger  of  two  vials  till  it  is  neariv 
filled. 

Cork  vial,  incline  it  so  that  blood  almost  but  not  quite  touches  the 
cork  and  let  setnd  for  half  an  hour  or  till  clot  is  firm.  Then  separate 
clot  from  vial  by  passing  a  sterile  wire  or  needle  around  clot  just  inside 
the  glass.  Put  in  refrigerator  or  other  cool  place  over  night  for  serum 
to  separate. 

The  next  day  pour  the  clear  serum  gently  into  a  smaller  vial 
leaving  the  clot  and  corpuscles  in  the  larger  one.  Replace  both  corks 
tightly,  mark  patient's  name  on  each  label,  wrap  both  vials  in  paper, 
and  pack  them  securely  with  cotton  in  inner  tube  of  mailing  case.  Fill 
out  completely  the  descriptive  slip  found  in  outfit,  replace  it  between 
inner    and    outer    cases,    and    mail    package    at    once    to    the    laboratory. 

Occasionally  it  may  be  difficult  to  draw  blood  from  a  vein.  By 
patience  a  sufficient  amount  can  frequently  be  obtained  from  the  finger 
or  lobe  of  the  ear.  Cleanse  finger  tip  and  let  dry  completely.  Have 
patient  swing  arm  to  drive  blood  into  fingers.  Place  rubber  tubing  or 
bandage  around  base  of  finger  and  wrap  toward  tip.  Puncture  dorsal 
surface  of  flexed  finger  near  nail  with  sterile  Hagedorn  needle  or  other 
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sterile  instrument,  and  collect  blood  in  vial.  Repeat  operation  till 
enough  blood  is  obtained.  This  method  is  more  painful  to  the  patient, 
and  the  blood  is  more  apt  to  hemolize  and  thus  become  unsuitable  for 
the  test. 

CAUTIONS. 

1.  Do  not  collect  the  blood  within  two  hours  after  a  meal. 

2.  Blood  taken  within  twenty-four  hours  after  the  ingestion  of 
alcohol  is  apt  to  give  a  weakened  reaction  or  a  false  negative. 

3.  Blood  taken  less  than  twenty-four  hours  after  an  anesthetic 
may  give  a  false  positive. 

4.  All  apparatus  coming  in  contact  with  the  blood  must  be  sterile, 
free  from  all  chemicals,  and  either  dry  or  rinsed  with  Sterile  normal 
salt  solution. 

5.  If  the  serum  is  not  sufficient  in  quantity  or  in  suitable  condi- 
tion the  test  cannot  be  made.    • 

Cerebrc -Spinal  Fluid. — After  lumbar  puncture  has  been  made,  al- 
low the  cerebro-spinal  fluid  to  flow  directly  into  one  of  the  sterile 
vials.  Mark  and  pack  the  vial  as  directed  under  "blood"  and  send 
it  to  the  laboratory  at  once. 


ANTITOXINS,  SERUMS  AND  BACTERINS. 

Free  Distribution  of  Diphtheria  Antitoxin. 

Instructions  to  Physicians. — The  diphtheria  antitoxin  furnished  for 
distribution  is  a  concentrated  and  refined  product,  prepared  in  the 
biologic  laboratories  of  E.  R.  Squibb  &  Sons,  New  York. 

A  distributing  druggist  will  be  found  in  most  towns  in  the  state  of 
6ver  500  population,  and  in  many  smaller  towns. 

Each  distributing  station  is  to  carry  a  supply  of  antitoxin,  includ- 
ing all  the  various  sized  doses,  viz.,  1000  units,  3000  units,  5000  units, 
and  10,000  units  in  such  quantities  as  the  requirements  of  the  district 
may  demand.  It  is  important  that  the  stock  be  sufficient  at  all  times 
and  at  no  time  should  the  stock  of  any  sized  dose  be  allowed  to  become 
entirely   exhausted. 

The  arrangement  of  the  State  Board  of  Health  provides  that  when- 
ever a  physician  is  called  to  a  case  of  diphtheria  in  an  indigent  person 
or  one  in  immediate  need  and  unable  to  pay  for  antitoxin,  he  may  ob- 
tain the  same  by  having  filled  out  and  signed  a  blank  requisition  form, 
supplied  by  this  board  to  distributors.  Upon  presentation  of  such  a 
requisition  the  distributor  shall  fill  in  his  portion  of  the  form  and 
deliver  to  the  physician,  or  any  messenger,  such  antitoxin  as  may  be 
specified  thereon. 

Each  distributor  is  permitted  to  supply  antitoxin  for  use  in  any 
part  of  the  State  and  the  requisition  need  not  necessarily  be  from  the 
district  in  which  his  particular  station  may  be  located.  Furthermore, 
the  advantages  of  the  local  distributing  station  may  be  extended  to 
those  persons  not  in  indigent  class.  In  other  words,  if  a  physician  has 
a  case  requiring  the  use  of  antitoxin  and  the  patient  is  able  to  pay 
for  same,  the  distributor  is  permitted  to  furnish  the  antitoxin  out  of 
the  Board  of  Health  supply,  with  the  understanding,  however,  that  the 
same  is  to  be  paid  for  at  the  regular  retail  rates.  In  such  cases,  of 
course,   no   requisition   is   necessary. 

The  State  Board  of  Health  feels  that  in  perfecting  this  plan  it 
has  rendered  a  service  of  incalculable  value  to  the  people  of  Montana. 
It  is  difficult  to  estimate  the  number  of  lives  which  will  be  saved 
by  thus  placing  this  antitoxin  within  the  reach  of  all.     It  only  remains 
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for  the  physician  to  use  it,  and  the  necessity  of  using  it  early  in  the 
disease  cannot  be  too  strongly  urged.  Immunizing  doses  should  be 
given  to  all  other  individuals  who  have  been  exposed  to  contagion. 

If  any  portion  of  this  method  of  distributing  the  diphtheria  anti- 
toxin is  not  fully  understood,  this  office  will  be  glad  to  furnish  further 
information. 

Typhobacterins. 

Distributors  are  also  prepared  to  furnish  on  requisition  to  indigent 
cases,  or  for  sale  to  others,  typhobacterin  or  so-called  typhoid  vaccine 
(E.  R.  Squibb  &  Sons)    for  immunizing  purposes. 

Immunizing  packages  containing  mixed  typhoid  and  para-typhoid 
A  and  B  in  •three  aspectic  syringes  or  ampuls  as  follows:  Dose  one, 
500  million  killed  bacilli;  doses  two  and  three,  each  1,000  million 
bacilli,  to  be  given  at  intervals  of  eight  or  ten  days.  In  event  of  a 
large  number  of  immunizations,  it  is  more  economical  to  obtain  the 
hospital  size  package,  which  contains  ten  full  treatments  of  three  ampuls 
as  above,  or  the  20cc  vials  sufficient  to  immunize  eight  persons. 

Other  Serums  and  Bacterins. 

The  State  Department  of  Health  also  announces  that  other  serums, 
antitoxins  and  bacterins  have  been  added  to  its  stock  for  distribution 
from  its  office,  under  the  following  conditions: 

That  supply  will  be  furnished  to  indigent  cases  only  and  for  im- 
mediate use;  also  that  a  complete  history  and  report  of  its  use  and 
results   obtained  be  furnished   the   department. 

Antimeningitic  Serum,  which  has  been  prepared  according  to  the 
method  worked  out  in  the  Rockefeller  Institute  under  Plexner,  to  be 
sent  to  any  physician  in  the  State  upon  request,  to  be  used  in  indigent 
cases.  This  serum  is  administered  by  lumbar  puncture.  It  is  under- 
stood of  course,  that  this  serum  is  curative  only  in  meningitis  caused  by 
the  specific  germ  of  the  epidemic  form  of  cerebrospinal  meningitis. 

Tetanus  Antitoxin  will  be  sent  to  any  physician  of  the  state  upon 
request,  to  be  used  in  indigent  cases  only.  The  department  has  in  stock 
immunizing  packages  that  will  be  sent  out  where  there  is  reason  to  sus- 
pect that  a  certain  case  of  injury  might  result  in  tetanus.  This  is 
particularly  to  be  recommended  in  the  injuries  incident  to  the  Fourth 
of  July  celebration. 

Anti-Pneumococcic  Serum  (Type  I)  will  also  be  sent  to  any  physi- 
cian in  the  State  upon  request  to  be  used  in  indigent  cases  only.  This 
serum  is  prepared  in  50cc  containers  for  intra-venous  use,  and  to  be  of 
marked  benefit,  should  be  given  early.  Since  a  large  proportion  of  cases 
is  of  Type  I  variety  and  since  the  use  of  the  serum  is  without  harmful 
results,  physicians  are  urged  to  give  this  serum  while  waiting  for  the 
typing  out  of  the  organism. 

The  department  is  also  pleased  to  announce  that  it  is  prepared  to 
administer  the  antirabic  treatment,  free  of  charge,  to  indigent  cases 
at  the  State  Board  of  Health  Hygienic  Laboratory  at  Helena.  This 
includes  only  the  administration  of  the  Pasteur  treatment.  The  State 
Board  of  Health  cannot  be  responsible  for  costs  of  transportation  or 
maintenance  of  patients  while  undergoing  treatment. 

For  the  prevention  of  ophthalmia  neonatorum  after  the  well-known 
method  of  Crede,  the  department  is  prepared  to  distribute  free  of  charge 
a  standard  solution  of  one  percent  silver  nitrate  in  an  amber  colored 
glass  dropper.  Distribution  is  limited  to  physicians,  obstetricians,  mid- 
wives  and  trained  nurses,  who  will  find  this  package  highly  convenient 
for  carrying  in  satchel  or  case. 

All  communications  relative  to  the  distribution  of  the  antitoxin 
are  to  be  addressed  to  the  Montana  State  Board  of  Health,  Antitoxin 
Department,  Helena,  Montana. 


VACCINATION  AGAINST  SMALLPOX. 

The  Kind  of  Vaccine  to  Use  and  How  to  Use  It* 

The  United  State  Public  Health  Service  advises  the  following  pro- 
cedure in  order  to  secure  the  best  results  from  vaccination  and  to  pre- 
vent possible  complications. 

I.    The  Vaccine. 

The  freshest  possible  vaccine  should  be  obtained.  All  vaccine 
packages,  pending  use,  should  be  kept  in  a  metal  box  in  actual  contact 
with  ice. 

II.    The  Vaccination. 

Vaccination  should  never  be  performed  by  cross  scratching  or 
scarification,  but  by  one  of  the  methods  described  below.  If  a  prompt 
"take"  is  very  necessary,  as  in  case  of  direct  exposure  to  smallpox,  or 
if  the  first  attempt  has  been  unsuccessful,  three  or  four  applications 
of  the  virus  should  be  made,  but  the  insertions  should  be  at  least  an 
inch  apart.  Whichever  method  is  used  a  control  area  may  be  first 
treated  similarly,  but  without  the  virus,  in  order  to  estimate  the 
amount  of  pressure  necessary  for  insertion  and  in  order  to  demon- 
strate a  possible  early  immune  reaction  in  previously  vaccinated  in- 
dividuals. 

Preparation. 

The  skin  of  the  upper  arm,  in  the  region  of  the  depression  formed 
by  the  insertion  of  the  deltoid  muscle,  should  be  thoroughly  cleansed 
with  soap  and  water  if  not  seen  to  be  clean,  and  in  any  case  with 
alcohol  or  ether  on  sterile  gauze. 

After  evaporation  of  the  alcohol  or  ether,  a  drop  of  the  virus  should 
be  placed  upon  the  cleansed  skin.  To  expel  the  virus  from  a  capillary 
tube,  the  tube  should  be  pushed  through  the  small  rubber  bulb  which 
accompanies  it,  wiped  with  alcohol,  and  one  end  broken  off  with  sterile 
gauze;  the  other  end  may  be  broken  inside  the  rubber  bulb.  The  hole 
in-  the  latter  should  be  closed  with  the  finger  as  the  bulb  is  compressed 
to  expel  the  virus. 

The  under  surface  of  the  arm  is  grasped  with  the  vaccinator's  left 
hand  so  as  to  stretch  the  skin  where  the  virus  has  been  placed.  The 
skin   is  kept  thus   stretched  throughout  the   process. 

Methods. 

(a)  The  Method  of  Incision,  or  Linear  Abrasion. — By  means  of  a 
sterilized  needle  or  other  suitable  instrument,  held  ,in  the  right  hand, 
a  scratch,  not  deep  enough  to  draw  blood,  is  made  through  the  drop 
of  virus,  one-quarter  of  an  inch  long  and  parallel  with  the  humerus. 
The  virus  is  then  gently  rubbed  in  with  the  side  of  the  needle  or  other 
smooth,  sterile  instrument.  Some  bloodtinged  serum  may  ooze  through 
the  abrasion  as  the  virus  is  rubbed  in,  but  this  should  not  be  sufficient 
to  wash  the  virus  out  of  the  wound. 

(b)  The  Drill  Method. — A  sterile  drill,  such  as  is  used  for  the  von 
Pirquet  cutaneous  tuberculin  test,  shaped  like  a  very  small  screw  driver 
with  a  moderately  sharp  end  not  more  than  2  millimeters  wide,  is  held 
between  the  thumb  and  middle  finger,  and  with  a  twisting  motion  and 
moderately  firm  pressure,  a  small  circular  abrasion,  the  diameter  of  the 
drill,   is  made  through  the   drop   of  virus;    this   should   draw   no   blood. 

(c)  The  Multiple  Puncture  Method. — A  sterile  needle  is  held  nearly 
parallel  with  the  skin  and  the  point  pressed  through  the  drop  of  virus 
so  as  to  make  about  six  oblique  pricks  or  shallow  punctures,  through  the 
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epidermis  to  the  cutis,  but  not  deep  enough  to  draw  blood.  The  punc- 
tures should  be  confined  to  an  area  not  more  than  one-eighth  of  an  inch 
in  diameter. 

With  methods  (a)  and  (b)  it  is  advisable  to  expose  the  arm  after 
vaccination  to  the  open  air,  but  not  to  direct  sunlight,  for  15  minutes 
before  the  clothing  is  allowed  to  touch  it.  With  method  (c)  the  virus 
may  be  wiped  off  immediately. 

III.    The  Vaccination  Wound. 

1.  The  original  vaccination  wound  should  be  made  as  small  as 
possible,  and  all  injury  to  the  vaccinated  arm  should  be  guarded  against. 
Any  covering  which  is  tight,  or  more  than  temporary,  tends  to  macerate 
the  tissues  during  the  "take."  This  is  to  be  avoided.  No  shield  or 
other  dressing  should  be  applied  at  the  time  of  vaccination.  Customary 
bathing  and  daily  washing  of  the  skin  may  be  continued,  so  long  as  the 
crust  does  not  break.  The  application  of  moisture  to  the  vaccinated 
area  should  not  be  enough  to  soften  the  crust. 

If  an  early  reaction  of  immunity  is  to  be  watched  for,  the  patient 
should  report  on  the  first,  second,  fifth  and  seventh  days  after  vacci- 
nation. Otherwise,  the  patient  should  report  on  the  ninth  day  or 
sooner  if  the  vesicle,  pustule  or  crust  breaks.  Every  effort  should  be 
made  to  prevent  such  rupture.  However,  should  the  vesicle,  pustule,  or 
crust  break,  and  the  wound  thus  become  open,  daily  moist  dressings 
with  some  active  antiseptic,  such  as  mercuric  chloride  or  dilute  iodine 
(one  part  tincture  of  iodine  in  nine  parts  of  water)  should  be  applied. 
Under  no  circumstances  should  any  dressing  be  allowed  to  remain  on 
a  vaccination  wound  longer  than  24  hours,  and  no  dressing  should  be 
applied  so  long  as  the  natural  protection  is  intact. 

On  account  of  possible  fouling  by  perspiration  and  to  lessen  the 
chance  of  exposure  to  street  dust,  primary  vaccination  should  be  per- 
formed preferably  in  cool  weather. 

In  order  to  encourage  proper  surgical  treatment,  no  charge  should 
be  made  for  the  aftercare  of  a  vaccination  nor  for  revaccination  in  case 
the  first  attempt  should   prove  unsuccessful. 

Although  apparently  trivial,  vaccination  is  an  operation  which  de- 
mands skill  in  performance  and  care  in  aftertreatment  in  order  to 
avoid  the  rare,  but  serious,  complications.  For  the  prevention  of  these 
complications  vaccination  (a)  should  be  performed  with  strictly  aseptic 
technique,  (b)  should  cover  the  smallest  possible  area  for  each  inser- 
tion, and  (c)  should  be  treated  without  any  covering  which  permits 
maceration. 

Time  of  Vaccination. 

A  child  should  be  vaccinated  by  the  time  it  has  reached  the  age 
of  6  months,  and  the  operation  should  be  repeated  at  about  6 -years  of 
age   and   whenever   an   epidemic   of   smallpox   is   present. 


HOW  TO  DISINFECT  AND  FUMIGATE. 

•  Disinfection. — The  standard  method  of  disinfection  is  by  the  per- 
manganate— formaldehyde  method.  This  method  is  carried  out  as 
follows:  The  room  or  rooms  must  be  securely  closed  and  sealed  so  as 
to  prevent  the  escape  of  the  humidity  and  gas.  A  proper  degree  of 
humidity  in  the  rooms  to  be  disinfected  is  necessary  for  effective  germ- 
icidal action  by  the  formalin.  This  may  be  created  by  boiling  water  or 
by  the  hanging  of  wet  sheets  on  lines  within  the  rooms  for  two  or  three 
hours   before   the   chemical   disinfection   is   begun. 
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The  apparatus  necessary  for  this  method  of  disinfection^  consists 
of  a  tin  pail  that  will  hold  not  less  than  two  quarts,  and  a  tub,  contain- 
ing about  two  inches  of  water,  into  which  the  bucket  can  be  set.  If 
more  than  three  pints  of  formaldehyde  are  to  be  used  a  larger  pail  is 
necessary,  but  much  better  results  can  be  obtained  by  using  several 
smaller  pails  rather  than  one  large  one.  For  each  1,000  cubic  feet  of 
air  space  (ten  feet  square  on  the  floor  of  an  ordinary  room)  to  be 
disinfected  one  pint  of  a  40  per  cent  solution  of  formaldehyde  and  seven 
and  one-half  ounces  of  commercial  permanganate  of  potassium  must  be 
used.  Place  the  required  amount  of  permanganate  in  the  pail  and  then 
add  the  formaldehyde.  Do  not  put  the  permanganate  in  the  formalde- 
hyde, but  pour  the  formaldehyde  over  the  permanganate.  The  operator 
must  leave  the  room  promptly  as  the  gas  is  released  very  rapidly.  The 
room  must  remain  closed  for  at  least  four  hours,  after  which  it  may 
be  opened  and  thoroughly  aired  before  being  occupied.  The  unpleasant 
odor  of  formaldehyde  can  be  removed  very  quickly  by  sprinkling  aqua 
ammonia  around  the  room. 

Some  commercial  firms  are  marketing  the  so-called  "formaldehyde 
candles,"  a  preparation  of  para-formaldehyde.  Most  of  these  are  effec- 
tive and  convenient  and  often  more  economical  than  formaldehyde  and 
permanganate.  While  in  most  of  these  the  paraform  is  covered  with 
a  layer  of  paraffin  to  prevent  deterioration,  yet  in  some  instances  long 
shelf  storage  occurs,  and  unless  it  is  known  that  the  product  is  fresh, 
it  is  urged  that  at  least  25%  more  than  the  quantity  prescribed  for  a 
definite  air  space  be  used. 

Always  remember  that  unless  complete  saturation  of  the  air  space 
occurs  the  process  is  worthless  and  money  expended  for  smaller  amounts 
than  prescribed  is  absolutely  wasted.     Use  enough  or  none  at  all. 

Fumigation. — It  must  be  kept  in  mind  that  while  formalin  is  a 
germicide  it  is  not  an  insecticide  ,so  that  many  insects  escape  its  effects. 
For  fumigation  (an  insect  destroying  process  not  to  be  confused  with 
disinfection)  the  most  effective  agent  is  sulphur  dioxid,  of  which  no  less 
than  3  to  4  pounds  per  1000  cubic  feet  should  be  burned.  The  sulphur 
should  be  placed  in  large  metal  tubs  or  kettles — remember  to  guard 
against  fire — and  may  be  ignited  by  first  pouring  over  it  a  small  quan- 
tity of  wood  alcohol.  Sulphur,  in  this  quantity  is  is  also  an  effective 
germicide  but  has  the  disadvantage  of  bleaching  wall  papers,  photo- 
graphs, some  clothing  dyes,  etc. 

Cleansing. — After  disinfection  or  fumigation  all  wood  work  in  the 
room  occupied  by  the  patient  should  be  washed  with  a  1/1000  solution 
Of  bichloride  of  mercury.  All  bedding,  clothing,  towels,  etc.,  used  about 
the  patient,  which  will  not  be  ruined  by  such  process,  should  be  boiled 
for  not  less  than  half  an  hour  or  soaked  in  a  five  per  cent  solution  of 
carbolic  acid  for  not  less  than  two  hours.  Toys  and  other  articles  of 
slight  value  used  to  amuse  the  patient,  if  not  readily  washed  and  ster- 
ilized, should  be  destroyed  by  burning. 

After  all,  main  energies  should  be  devoted  to  the  washing,  cleans- 
ing and  airing  process  rather  than  to  the  chemical  disinfection.  Soap 
and  hot  water,  lielbow  grease,"  fresh  air  and  sunshine  are  the  best  dis- 
infectants   known. 


THE  PREPARATION  OF  DISINFECTANT  SOLUTIONS. 

Much  of  the  so-called  disinfection  practiced  in  families  is  wholly 
inefficient  and  useless.  The  sprinkling  of  carbolic  acid  or  burning  of 
coffee,  tar,  sulphur,  or  other  substances  in  the  sick-room,  or  in  any  other 
part  of  the  house  or  premises,  in  the  presence  of  the  patient  or  other 
persons,  operates  at  most  only  as  a  deodorizer  and  does  not  destroy  the 
germs  of  the  disease. 
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It  should  also  be  known  that  many  of  the  preparations  offered  for 
sale  as  disinfectants,  germ  killers,  etc.,  are  worthless,  or  nearly  so, 
and   should   never  be   relied   upon. 

Reliable  formulas  are  here'  given  by  which  a  family  may  make  dis- 
infectant solutions  possessing  the  required  strength  and  efficiency,  and 
at  much  less  cost  than  is  asked  for  proprietary  preparations. 

Disinfectants  to  Be  Employed.* 

Solution  No.  1. — Chloride  of  lime  (bleaching  powder),  one  pound; 
water,  three  gallons;  mix.  Cost,  abut  three  cents  per  gallon. 

Care  should  be  taken  to  obtain  fresh  chloride  of  lime.  This  solu- 
tion is  so  cheap  that  it  can  be  used  with  great  freedom,  and  it  is  one 
of  the  best  disinfectants  known.  A  quart  or  more  per  day  may  be  used 
in  an  offensive  vault,  and  such  quantities  as  may  be  necessary  in  other 
places.  It  may  be  used  in  a  sprinkler  in  stables  and  elsewhere.  In  a 
sick-room  it  may  be  used  in  vessels,  cuspidors,  etc.  Sheets  and  other 
clothing  used  by  the  patient  may  be  immersed  in  a  pail  or  tub  of  this 
solution,  diluted  (one  gallon  of  solution  to  ten  of  water),  for  two  hours, 
or  till  ready  for  the  washroom  or  laundry.  This  solution  is  nn-pisonous, 
and  does  not  injure  white  clothing,  t  Imay  also  \m  used  for  washing 
the  hands  or  other  parts  of  the  body  which  may  have  been  exposed 
to  infection  from  excreta,  etc. 

For   a   free   and   general   use   in   privy   vaults,   sewers,    sink    drains, 

refuse  heaps,  stables,  and  wherever  else  the  odor  of  the  disinfectant 
is  not  objectionable,  this  is  one  of  the  cheapest  and  most  effective  dis- 
infectants and  germicides  available  for  general  use.  It  should  be  used 
so  freely  as  to  wet  everything  required  to  be  disinfected.  Its  odor  does 
not  disinfect — only  covers  up  other  odors. 

Solution  No.  2. — Corrosive  sublimate,  one  ounce;  permanganate  of 
potash,  one  ounce;  water,  eight  gallons;  mix  and  dissolve.  Label 
"Poison."  Cost,  two  to  three  cents  a  gallon,  when  chemicals  are  bought 
by   the   pound.     Stains   fabrics,   etc. 

Use  the  same  way  and  for  the  same  purpose  as  No.  1.  The  only 
advantage  this  has  over  No.  1  is  the  fact  that  it  possesses  no  odor.  It 
is  poisonous,  but  its  bright  purple  color  will  prevent  its  being  mistaken 
for  any  other  solution.  It  should  be  used  in  vessels,  cuspidors,  etc.,  in 
case  of  infectious  or  contagious  disease,  when  solution  No.  1  is  objec- 
tionable on  account  of  its  odor.  It  is  not  so  good  a  disinfectant  for 
vaults,  sink  drains,  sewers,  etc.,  as  the  chloride  of  lime  solution.  It 
should  not  be  kept  in  metallic  vessels. 

Solution  No.  3. — Dissolve  one  drachm  (60  grains  or  one-eighth 
ounce)  each  of  corrosive  sublimate  and  muriate  of  ammonia  in  one 
gallon  of  water.  Dissolve  in  a  wooden  tub,  barrel,  or  pail,  or  an  earth- 
ern  crock.     Label  "Poison."     Cost  about  the  same  as  No.  2. 

Use  for  the  disinfection  of  soiled  underclothing,  bed  linen,  etc. 
Mix  solution  with  equal  quantity  of  water  and  immerse  articles  for  four 
hours;    then   wring    them    out    and    boil    them. 

Mixed  with  an  equal  quantity  of  water,  solution  is  useful  for  wash- 
ing the  hands  and  general  surfaces  of  the  bodies  of  attendants  and  con- 
valescents;  the  latter  only  by  direction  of  the  physician. 

Solution  No.  4. — Milk  of  lime  (quicklime.)  Slack  a  quart  of  freshly 
burned  lime  (in  small  pieces)  with  three-fourths  of  a  quart  of  water; 
or,  to  be  exact,  60  parts  of  water  by  weight  with  100  of  lime.  A  dry 
powder  of  slaked  lime  (hydrate  of  lime)  results.  Make  milk  of  lime 
not  long  before  it  is  to  be  used  by  mixing  one  part  of  this  dry  hydrate 
of  lime  with  eight  parts    (by  weight)    of  water. 


♦All  these  solutions  are  poisonous  and  should  be  handled  with  care,   espe- 
cially where  there  are  children  about  the  house. 
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Air-slaked  lime  is  worthless.  The  dry  hydrate  may  he  preserved 
some  time  if  it  is  enclosed  in  an  air-tight  container.  Milk  of  lime 
should  be  freshly  prepared,  but  may  be  kept  a  few  days  if  closely 
stoppered. 

Quicklime  is  one  of  the  cheapest  disinfectants.  This  solution  can 
take  the  place  of  chloride  of  lime  if  desired.  It  should  be  used  freely, 
in  quantity  equal  in  amount  to  the  material  to  be  disinfected.  It  can 
be  used  to  whitewash  exposed  surfaces,  to  disinfect  excreta  in  the  sick- 
room, or  on  the  surface  of  the  ground,  in  sinks,  drains,  stagnant 
pools,  etc. 

Solution  No.  5. — Solution  of  formaldehyde  (formalin),  six  ounces; 
water,  one  gallon;  mix.  Cost  eight  to  ten  cents.  Contains  a  little  less 
than   two   percent   of  formaldehyde. 

This  solution  may  be  used  in  the  same  manner  .as  those  abo^ve 
described.  It  has  the  advantage  of  not  bleaching  fabrics,  and  is  especi- 
ally good  for  washing  furniture,  woodwork,  etc. 

Solution  No,  6. — Carbolic  acid  solution.  Add  3  ounces  (6  table- 
spoonfuls)  of  crude  carbolic  acid  to  half  a  gallon  of  water,  or,  for  larger 
quantities,  in  this  proportion.  Mix  thoroughly  with  a  stick.  This  makes 
about  a  5  percent  solution.  Remember,  this  is  poison  if  swallowed. 
Always  keep  a  large  bottle  of  this  disinfectant  in  the  sick-room  for  the 
nurse's  hands,   and   a  tub   of  it   for   soiled   sheets,   etc. 

The  disinfecting  solutions  above  given  are  for  use  in  connection 
with  the  patient  during  illness,  and  for  such  general  family  use  as 
may  be  indicated.  In  other  words,  nothing  should  be  allowed  to  go 
from  the  sick-room  until  after  it  has  been  disinfected  with  one  of  these 
solutions.  It  should  be  one  of  the  unceasing  duties  of  the  nurse  or  other 
persons  attending  the  patient  to  see  that  disinfection,  as  herein  indi- 
cated, is  carried  out  daily,  and  to  the  minutest  particular. 


THE    CONDUCT   OF   AN   ISOLATION   PERIOD    FOR    COMMUNICABLE 

DISEASE  IN  A  HOME. 

(Courtesy   of  New   York   State   Board   of   Health.) 

In  order  to  limit  the  spread  of  communicable  disease  it  is  of  the 
utmost  importance  that  the  infectious  agent  should  be  destroyed  as 
soon  as  it  leaves  the  body. 

Communicable  diseases  may  b^  arranged  in  two  groups.  In  the 
first  group  the  infectious  agent  is  generally  confined  to.  the  discharges 
from  the  nose,  thioat,  eyes,  ears  and  suppurating  glands.  In  the  second 
group  the  infectious  agent  is  found  chiefly  in  the  discharges  of  the 
bowels  and  urinary  tract.  With  these  facts  in  mind,  the  method  of 
procedure  for  destroying  the  infectious  agent  is  somewhat  simplified, 
but  in  order  to  insure  success  the  proper  technique  must  be  rigidly 
observed. 

The  list  of  communicable  diseases  belonging  to  the  first  group  is 
the  following:  Chickenpox,  diphtheria,  epidemic  cerebrospinal  menin- 
gitis, epidemic  or  streptococcus  (septic)  sore  throat,  measles,  mumps, 
poliomyelitis,  scarlet  fever,  smallpox,  tuberculosis,  whooping  cough  and 
influenza. 

In  the  second  group  are  typhoid  fever,  para-typhoid  fever,  dysen- 
tery and  Asiatic  cholera.  Tuberculosis  and  poliomyelitis  may  fall  in 
either   group. 

Directions  to  mothers  or  nurse  in  caring*  for  patient  affected  with 
chickenpox,  diphtheria,  epidemic  cerebro- spinal  meningitis,  epidemic  or 
strepococcus  (septic)  sore  throat,  measles,  mumps,  poliomyelitis,  scarlet 
fever,  smallpox,  influenza  and  whooping  cough. 
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1.  A  room  having  good  light  and  air,  with  an  unfrequented  ap- 
proach, should  be  selected.  Remove  from  the  room  the  carpets,  rugs, 
curtains,  decorations,  upholstered  furniture,  and  all  but  a  few  toys  of 
little  value  if  patient  is  a  young  child."     Kill  all  flies  if  present. 

2.  In  addition  to  the  bed  and  bedding,  place  in  the  room  two 
plain  tables  and  two  plain  chairs.  Make  provision  for  an  abundance 
of  boiling  water.  Provide  a  large  slop  pail  with  cover;  two  wash 
dishes;  twelve  towels,  one  at  a  time  as  needed.  Provide  at  least  three 
dozen  squares  of  clean,  old  muslin  or  cheese  cloth,  8  by  12  inches,  for 
wiping  discharges  from  nose  and  throat,  eyes  and  ears.  This  cheese 
cloth  can  be  purchased  for  5  or  6  cents  per  yard.  This  should  be 
boiled  in  water  containing  some  washing  soda,  which  renders  the 
material  sterile,  soft  and  pliable.  Two  or  three  dozen  pieces  of  gauze 
or  muslin  should  be  provided  at  a  time.  Where  there  is  ample  oppor- 
tunity to  burn  materials,  a  supply  of  paper  bags  of  proper  size  may 
be  provided  in  which  the  soiled  cloths  may  be  placed  for  burning.  Five 
per  cent  and  2y2  per  cent  solution  of  carbolic  acid  and  a  supply  of 
bichloride  of  mercury  tablets,  colored  to  avoid  accidents,  should  be 
provided.  Permit  all  the  sunlight  and  air  possible  to  enter  the  room, 
consistent  with  the  comfort  of  the  patient.  If  in  fly  season  the  windows 
must  be  screened. 

3.  The  nurse  must  not  leave  the  room  occupied  by  the  patient 
without  first  having  washed  her  hands. 

4.  The  nurse  should  at  all  times  when  caring  for  the  patient 
wear  rubber  gloves  and  a  special  gown,  which  must  be  removed  when 
she  leaves  the  room.  If  she  leaves  the  house  she  should  also  change 
her  outer  garments. 

5.  A  fresh,  clean  gown  and  cap  should  always  be  kept  'hanging 
outside  the  door  for  the  use  of  the  physician. 

6.  The  outer  clothing  of  the  patient  should  be  fully  exposed  to 
air  and  sunlight  for  twenty-four  hours  and  then  thoroughly  brushed  in 
the  open  air.  The  underclothing  should  be  boiled  for  from  five  to 
ten  minutes.  Woolen  garments  must  not  be  boiled  or  placed  in  a 
solution  of  bichloride  of  mercury,  but  in  a  5  per  cent  solution  of 
carbolic   acid. 

7.  The  sheets  and  pillow  cases  should  be  soaked  in  2%  per  cent 
carbolic  acid  solution  for  one  hour  and  boiled  for  twenty  minutes  in 
soapsuds  solution  before  being  washed. 

8.  The  door  knobs,  bed  railing  and  woodwork  about  the  patient 
should  be  wiped  daily  with  a  cloth  which  has  been  wrung  out  in  1  to 
1000  bichloride  of  mercury  solution. 

9.  The  dust  should  be  removed  from  the  room  by  means  of  damp 
cloths  moistened  with  the  bichloride  solution  and  the  cloths  should 
afterward  be  washed.  In  case  of  accidental  contamination  of  any  sub- 
ject or  surface  in  the  sick  room  by  infective  discharges,  the  discharges 
should  be  wiped  up  by  cloths  soaked  in  strong  carbolic  solution  (5  per 
cent)  and  the  contaminated  surface  covered  with  strong  carbolic  solu- 
tion   (5  per  cent)    for  an  hour. 

10.  Sputum,  when  in  considerable  quantity,  should  be  received,  if 
practicable,  in  paper  cups,  which,  with,  their  contents,  may  then  be 
burned.  If  this  is  not  practicable  it  may  be  received  in  ordinary  cups 
containing  the  strong  5  per  cent  carbolic  solution.  When  not  in  large 
quantities,  sputum  and  other  infective  discharges  from  the  mouth,  throat 
and  nose,  and  discharges  from  the  eyes  and  ears  should  be  received  on 
cheap  cloths  or  soft  paper,  and  promptly  burned.  If  handkerchiefs 
are  used  to  receive  infective  discharges,  they  must  be  placed  in  a 
wash  basin  and  covered  with  5  per  cent  carbolic  solution,  or  they  may 
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be  boiled.  After  immersion  for  one  hour  in  an  abundant  volume  of 
the  solution,  handkerchiefs  or  other  contaminated  fabrics  may  be 
laundered.  A  fresh  supply  of  clean  cloths  should  always  be  available. 
The  discharge  from  the  bowels  may  be  deposited  in  a  toilet  or  privy 
vault  as  usual. 

11.  Thoroughly  cooked  foods  and  drinks  which  have  been  boiled 
for  ten  minutes  are  free  from  all  disease  germs.  Remnants  of  food 
from  the  sick  room  should  be  burned;  or,  if  more  convenient,  soaked 
for  an  hour  in  5  per  cent  carbolic  solution  or  in  milk  of  lime. 

12.  Eating  utensils,  such  as  knives,  forks,  spoons,  dishes,  etc., 
used  by  a  patient  affected  with  a  communicable  disease  should  be 
reserved  for  him,  and  after  use  should  either  be  boiled  for  ten  minutes 
in  soapsuds  or  washed  first  in  5  per  cent  carbolic  solution,  then  in  hot 
soapsuds,  and  rinsed  in  water. 

13.  A  proper  diet  is  essential  in  order  to  prevent  serious  compli- 
catons;  hence  specific  instructions  should  be  obtained  from  the  phy- 
sician 

14.  No  person  except  those  in  charge  of  the  patient  should  be 
permitted  to  enter  the  room  during  the  isolation  period.  When  the 
quarantine  of  a  case  of  scarlet  fever,  smallpox,  or  chickenpox  is  raised 
by  the  health  officer,  the  person  of  the  patient,  including  the  entire 
body  and  hair,  should  be  thoroughly  washed  with  soap  and  water  and 
clean  clothing  should  be  put  on.  The  teeth  must  be  brushed  and  an 
antiseptic  gargle  used  for  the  throat,  after  which  the  patient  may  leave 
the  room.     If  convenient  the  patient  should  dress  in  an  adjoining  room. 

15.  If  the  patient  has  been  well  cared  for  during  the  illness, 
fumigation  of  the  room  will  usually  be  unnecessary,  but  the  floors, 
woodwork  and  bedstead  must  be  scrubbed  with  soap  and  hot  water. 
The  bedding  must  be  put  out  of  doors  in  the  sunlight  for  several  hours, 
and  beaten  to  remove  the  dust.  Soiled  sheets  and  pillow  cases  must 
be  treated  as  noted  in  paragraph  7.  Toys  and  books  should  not  be 
given  to  the  patient  if  they  can  not  be  burned  at  the  termination  of  the 
case.  The  health  officer  will  determine  and  direct  the  method  of 
procedure. 

Directions  to  Mother  or  Nurse  in  Caring  for  Patients  Affected  with 
Typhoid  Fever,  Para-typhoid  Fever,  Dysentery,  Asiatic  Cholera,  and 
Poliomyelitis, 

1.  The  room  and  its  equipment  must  be  the  same  as  mentioned 
for  the  first  group  of  diseases,  except  that  in  addition  several  pounds 
of  unslaked  lime  will  be  needed. 

2.  In  the  above  diseases  the  discharge  from  the  bowels  and  the 
urine  should  be  received  in  bed  pans  or  other  vessels  containing  a 
small  amount  of  the  strong  carbolic  solution  (5  per  cent),  or  milk  of 
lime.  A  quantity  of  water  equal  to  twice  the  volume  of  the  discharge 
should  now  at  once  be  added  and  fecal  lumps  broken  up  and  thoroughly 
mixed.  One  part  of  unslaked  lime  should  then  be  added  for  every 
eight  parts  of  the  watery  mixture.  The  receptacle,  with  its  contents, 
covered  to  exclude  flies,  should  stand  for  at  least  an  hour  before  being 
emptied  into  the  water-closet  or  privy.  Care  should  be  taken  in  the 
slaking  to  add  the  lime  slowly  to  avoid  spattering.  After  emptying  the 
pans  or  other  vessels  which*  have  received  such  discharges,  they  should 
be  immersed  in  a  carbolic  solution,  and  the  hands  of  the  attendant 
should  at  once  be  carefully  cleansed  and  disinfected.  Neither  the  dis- 
infection of  the  discharges  nor  the  cleansing  of  the  hand  should  be 
delayed. 
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3.  Clothing,  bed  line  and  similar  articles  which  have  been  con- 
taminated with  infective  discharges  should  be  soaked  in  carbolic  solu- 
tion 2y2  per  cent)  for  one  hour  or  longer.  Then,  after  wringing  out, 
they  should  be  boiled  for  twenty  minutes  in  a  soapsud  solution,  and 
laundered    as    usual. 

4.  Special  care  should  be  taken  to  exclude  flies  from  the  patient's 
apartment   and   to   prevent   the   access   of   flies   to   the    excretions. 

5.  The  nurse  should  carefully  wash  her  hands  with  soap  and  water 
and  afterwards  with  a  2y2  per  cent  carbolic  or  1  to  1000  corrosive  sub- 
limate solution  after  handling  the  vessel  containing  the  discharges  from 
the    patient. 

6.  The  discharges  from  the  nose  and  throat  do  not  usually  contain 
the  infective  agent,  but  the  hands  of  the  patient  may  become  infected, 
so  that  the  cloths  which  are  used  to  wipe  the  face,  nose  and  mouth 
should  be  treated  in  the  same  manner  and  as  carefully  as  for  the  dis- 
eases mentioned  in  the  first  group. 

7.  The  same  care  of  the  room  must  be  exercised  and  the  nurse 
must  care  for  her  gown  in  the  same  way  as  mentioned  above. 

8.  The  nurse  should  not  leave  the  room  without  first  washing  her 
hands  with  soap  and  water  and  drying  them  on  a  clean  towel. 

9.  Visitors  or  other  members  of  the  family  must  not  be  allowed 
in  the  room  without  the  physician's  permission,  and  even  then  they 
must  never  sit  on  the  bed  nor  touch  the  patient  in  any  way. 
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PROMPT  REPORTING  A  NECESSITY. 

What  would  you  think  of  a  fire  department  which  exacted  fire 
alarms  after  buildings  are  burned  down?  A  very  worthless  system 
every  one  will  agree.  Yet  reports  of  contagious  disease  sent  in  after 
the  patient  is  well  or  dead  are  equally  as  worthless.  Conflagrations 
of  contagious  disease  and  fires  should  be  treated  alike — the  first  con- 
sideration is  to  get  the  "alarm,"  the  next  to  extinguish  them. 

Morbidity  reports  are  like  biscuits — they  are  best  when  hot.  De- 
layed reports  are  ancient  history,  and  are  of  little  use  in  stamping  out 
an  epidemic.  Every  epidemic  has  its  starting  point  from  some  delayed 
report  or  unrecognized  case,  and  consequent  delay  in  preventive  meas- 
ures. 

The  list  of  reportable  diseases  in  Montana  may  seem  to  some  un- 
necessarily long.  Careful  study,  however,  fails  to  disclose  any  which 
should  be-  eliminated.  Some  may  occur  infrequently  or  never,  but 
should  they  occur  they  are  reportable. 

Health  officers  are  often  criticised  for  failure  to  quarantine  and 
stamp  out  communicable  disease.  They  are  not  to  be  blamed  when 
they  do  not  receive  notice  of  the  existence  of  disease.  The  medical 
profession,  by  reason  of  its  calling,  is  expected  to  take  the  lead  in  the 
reporting  of  contagion.  The  public,  however,  must  not  depend  upon 
physicians  altogether,  for  many  cases  occur  where  no  physician  is  in 
attendance.  In  such  cases,  the  householder  or  the  head  of  the  family 
is  charged  with  the  responsibility  of  reporting,  and  if  he  fails  to  do 
so,  he  must  not  blame  his  neghbors  for  being  forced  to  take  such  a 
step  in  protection  of  their  own  families. 

The  man  who  considers  that  sickness  in  his  family  is  no  one's  con- 
cern but  his  own  is  a  bigger  back  number  than  if  he  continues  to  drive 
an  Ox  cart  in  this  age  of  motors.  Disease  in  any  community  reflects 
much  or  little  upon  the  business  efficiency  of  that  community,  and 
when  the  disease  is  communicable  the  community  must  take  notice. 
One  rotten  apple  in  a  barrel,  if  not  removed,  soon  makes  a  barrel  of 
rotten  apples.  One  neglected  contagion — but  why  speak  of  daily  oc- 
currences which  are  sadly  too  frequent? 

Public  welfare  demands  that  every  person  shall,  to*  a  certain  de- 
gree, be  a  deputy  sanitary  inspector  and  health  officer.  It  would  seem 
unnecessary  to  repeat  the  Golden  Rule  as  a  guide  for  conduct,  where 
doubt  exists  as  to  the  right  course  to  pursue  in  cases  of  infectious 
disease. 


BE  A  GOOD  CITIZEN. 

Notify  your  health  officer  of  contagious  disease  TODAY.  De- 
laying until  tomorrow  may  cost  a  ilfe.  Can  you  shirk  responsi- 
bility for  that  life  or  for  the  epidemic  resulting  from  your  neg- 
ligence? 
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Transportation   requirements 


10 
38 
50 

66 
40 
65 

56 
55 
55 
54 
55 
5i» 


32 
41 


18 

82 
80 


32 
58 


Local  board  of  health- 
Meetings   of  l'i 

Organization   of   12 

Penalty  for  violation  of  orders  of lij 

Powers  of 12,  13 

Local  Health  Officers   (See  also  health 

officer) — 

Appointment  of  12 

Duties   of  6,  12 

Expenses  of  15 

Jurisdiction    of    12 

Penalties  for  neglect  of  duty.. 15 

Salaries   of   li? 

Shall  act  as  local  registrar 18 

Shall  file  complaint  lri 

Local  Registrars — ■ 

Appointment  of   18 

Compensation   of   21 

Duties  of  20 

Fees  of  20,  62 

Justice  of  Peace  to  act IS 

Local  health  officer  to  act 18 

May  issue   permits   in  other  districts  63 

May  refuse  permit  64 

Must  notify   health   officers 65 

Must  preserve   records   61 

Report  to  State  Registrar 20 

Required  to  inspect  records 63 

Shall  report  violations  22 

Measles — 

Defined  as  communicable  disease 1«» 

Report  of  cases  32 

Rules  for  , 44 

Transportation    requirements 58,  60 

Membranous   croup    (See   diphtheria) 

Meningitis — 

Anti-meningitis  serum   86 

Defined  as  communicable  disease 16 

Report  of  cases  32 

Rules  for  45 

Transportation  requirements 58,  60 

^'Midwives — 

Death    certificates    in    stillbirths    not 
accepted    66 


Subject 


Page        Subject 


Page 


Must  register  21 

Must  report  19#,  33 

Penalties 21 

Milk— 

From  infected  premises 38 

From  tubercular  infected  premises 38 

To  infected  premises 3d 

Warning  to  milkmen  39 

Milk  of  lime  90 

Mumps — 

Defined  as  communicable  disease 45 

Report  of   cases  32 

Rules  for  45 

Nuisances    53 

Nurses — School,     county    and  public 
health — 

Definition  of  public   health  nursing....  76 

Duties    of   77,  7S 

Employment  of  25 

Qualifications    77 

Rules  for  work  of 25 

Shall  make  examinations,  when 41 

Ophthalmia  neonatorum — 

Midwives  must  report  38 

Physicians  must  report  32 

Silver  nitrate  solution  86 

Paratyphoid  fever — 

Report  of  cases  

Rules  for    (See   typhoid   fever) 
Parotitis  (See  mumps) 

Paupers- 
County  must  care  for 


32 


15 


Peace  officer — 

Must  assist  health  officer  14 

Pellagra,  report  of  cases  31 

Penalties    10,  12,  13,  15,  17,  IS 

19,  21,  24,  25,  29,  30 

Permit — 

Burial , 19,  61 

Camps 51 

Disinterment    6s> 

Removal    19 

To  attend  school  41 

To  travel  59,  60,  80 

Pertussis  (See  whooping  cough) 

Physicians — 

Instruct  tubercular  cases  49 

Penalties    18.  19,  21 

Report   cases   16,  26,  32 

Shall  make  death  certificate lv) 

Shall  register  21 

Shall   report  births  lv) 

Supply   venereal    disease    cases    with 

instructions 28 

Pig  pens   54 

Pink   eye   , 40 

Plague — 

Defined  as  communicable  disease 46 

Report   by  wire   46 

Reports  of  cases  32 

Rules  for  46 

Travel  prohibited   58,  59 

Pneumonia — 

Free  serum  in  : 86 

Reports  of  cases  32 

Poliomyelitis — 

Defined  as  communicable  disease 16 

Report  of  cases  32 

Rules  for  46 

Transportation    requirements    58,  60 

Practitioners  other  than  medical  must 

report  cases  3:J 


Prisoners — 

Diseased    17,   27 

Privy  vaults  53,  54 

Public  buildings — 

Inspection  and  regulation  of     11 

May  be  declared  a  nuisance 12 

Public  gatherings — 

Prohibition    of    13,  36 

Public  health  nurses  (See  Nurses) 

Quarantine — 

Cities    or    counties    may    quarantine, 

when   36 

Definitions  pertaining  to  35 

Disinfection   after  39 

General  measures  of 35   to  41 

How   established   37 

In  doubtful  cases  38 

Interstate   17,  36 

Laboratory  shall  be  arbiter 38,  80 

Milk  from  premises  38 

Of  carriers  41 

Of  exposed  persons  38 

Period  of  39 

Pet  animals  in  39 

Powers  of  state  health  officers  in 36 

Public  funerals  during  40 

Removal  to  hospital  during 38 

Special  measures  of 41  to  51 

Temporary    38 

Termination  of  38 

Rabies — 

Antirabic  treatment  in  86 

Brain  to  laboratory 83 

Report  of  cases  32 

Registration — 

Fees  for  filing  certificates 20 

Forms    of    certificates 19 

Of  births  18,  19 

Of  deaths   19 

Of  physicians,   midwives   and   under- 
takers      21 

Reportable  diseases  (See  communicable 

disease) — 

Content  of  report  32 

Householder  must  report 16,  33 

List  of   16,  32,  34 

Midwife  must  report  33 

Physicians  must  report  16,  32 

Practitioners  must  report 32 

Report  in  writing  32 

Superintendent   of    hospital    may    re- 
port,  when   33 

Suspected  cases  reported  32 

Ringworm   40 

Rocky      Mountain      Spotted      or      Tick 

Fever — 

Defined  as  communicable  disease 16 

Report  of  cases  32 

Rules  for  48 

Rotheln   (See   German   measles) 

Rubella  (See  measles) 

Rubeola  (See  measles) 

Rummage  sales  54 

Scabies  40 

Scarlatina  (See  scarlet  fever) 

Scarlet  fever — 

Defined  as  communicable  disease 16 

Report  of  cases 32 

Rules  for  47 

Transportation  requirements  58,  59 

Scarlet  rash  (See  scarlet  fever) 

Schools — 

Attendance  prohibited,  when 40 

Attendance  prohibited,  when  not  vac- 
cinated    17,  48 

Certificate  of  health  officer,  required, 
when    40 


Subject 
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Closing  of 12,   13,   3G,   41 

Common  drinking  cup  prohibited  in...  f>:3 

Common  towel  prohibited  in 5.5 

Diseases  excluded  40 

Heating   40,  52 

Inspection   of,   required 11,  12,  5.1 

Lighting  52 

Must  be  disinfected  41 

Parents,  duty  of   40 

Plans  for  52 

Sanitary   requirements   51 

Sites  of  5L 

Teachers   exclude    suspected   children  4i> 

Toilets    52 

Tubercular  persons  excluded  from 41 

Venereal    infections    excluded    from....  41 

Ventilation    of    52 

Vestibules  52 

Secretary,  State  Board  of  Health — 

Appointment  of  9 

Duties  of  11,  25 

May  act  in  emergency 18 

Shall  be  State  Registrar 18 

Septic  sore  throat — 

Defined  as  communicable  disease 43 

Report  of  cases  32 

Rules  for 43 

Transportation  requirements  > 5.S 

Serums,  free  distribution  of 8? 

Sewage — 

Disposal  of  23,  53 

Irrigated    vegetables    /....  53 

Sewage  systems — 

Plans  to  be  approved .- 17 

Preparation  of  designs  for 70 

Sexton — 
Duty   of   , ! '. 19 

Sick— 
Care  of 91 


Smallpox — 

Compulsory  vaccination  in 

Defined  as  communicable  disease 

In  camps  , 

Interstate  quarantine  in 

Report  of  cases 

Rules  for  

Transportation  requirements 58, 

Vaccination  against  

Vaccination  of  exposed  persons 

Vaccination  of  school  children 17, 

Stables  near  dwellings 

State  Board  of  Health- 
Appeal  from  orders  of 18, 

Appointment  of  members 

Compensation  of   members 

Duties   of    10, 

Inspect  public  institutions  

Interstate    quarantine   

Investigate   water   pollution '. 

License  embalmers 

May  appoint  health  officer,  when..  12, 

May  compel  vaccination  

May  employ  agents  

May  establish  experiment  stations 

May  make  regulations  10,  16,  25, 

May  quarantine  cities,  etc 

Meetings  of   

Order  pest  house  

Organization   of   

Pass  on  sewer  systems 

Penalty  for  violation  of  rules  of 

Publication  of  orders   10, 

Right   of  entry  

Rules  and  regulations  10, 

Secretary  may  act  for  in  emergency- 
Shall  make  biennial  report  10, 

Supervise   health    officers   

To  control  public  water  supply 


17 
16 
56 
17 
32 
47 
59 
87 
-47 
48 
54 


24 
u 

11 

23 
10 
17 
23 
16 
11 
17 
23 
2-1 
28 
17 
10 
14 
3 
17 
10 
22 
21 
22 
IS 
24 
11 


Subject  Page 

State  Registrar — 

Duties  of 20 

May  make  regulations  18 

Secretary  shall  act  as  18 

State     Superintendent     of     Public     In- 
struction— 

Shall   assist   in   making   regulations....  25 
Stillbirths    (See    certificate) 

Supplemental  reports  ..: 66 

Syphilis  (See  Venereal  Disease) 

Tetanus — 

Antitoxin  for  86 

Report  of  cases  32 

Required  to  be  isolated  42 

Theatres — 

Closing  of  36 

Inspection   of  11 

Towel,    common,    prohibited 5* 

Trachoma — 

Report  of  cases  32 

Rules  for  48 

Transportation — 

Of  contagious  disease  16 

Of  dead  bodies  ]6 

Trichinosis — 

Isolation   required   42 

Report  of  cases  32 

Tuberculosis — 

Defined  as  communicable  disease 1^. 

Excluded    from   school    4.1. 

Records    confidential   43 

Report  of  cases   32 

Rules  for  : 4^ 

Sale  of  milk  prohibited 3K 

Sputum  examination  49,  82 

Transportation   requirements  58,  60 

Typhoid  fever — 

Defined  as  communicable  disease 16 

Free  bacterins  in  86 

Report  of  cases  32 

Rules  for  50 

Transportation   requirements   58,  59 

Widal  reaction  in  82 

Typhus  fever — 

Defined  as  communicable  disease 16 

Reports  of  cases  32 

Rules  for  50 

Transportation  requirements   58,  5.1 

Undertakers — 

Definition    of   19,  63 

Inspection  of  records  of 63 

Keep  record  of  casket  sales 63 

Licensing    16 

Notify  local   registrar  19 

Return   burial   permits,   when 64 

Secure  death  certificate  19,  63 

Shall  register  2.1 

Vaccination — 

How  to  perform  8,r 

May  be  required  17,  47 

Variola   (See  smallpox) 

Varioloid   (See    smallpox) 

Vegetables — 

Sewage  irrigated,    sale  prohibited 5.1? 

Venereal  disease — 

Advertisement  of   cures,   prohibited....  2:1 

Barber  shops,  forbidden  in 49 

Cases  reported  by  druggists 2$ 

Cases  reported  by  name 2rt 

Cases  reported  by  number  26 

Directions    for    taking    specimen    for 


Subject 


Page 


83, 


laboratory    

Excluded  from  school  

Health  officer   investigate 78, 

Health  officer  interview  patient 

Health  officer  make  examination..  26, 
Health  officer  to  quarantine,  when  27, 

Information   required   in   reports 

Isolation  hospital,  provision  for 

Laboratory   examinations    79,  80, 

Name  of  patient  required,  when 

Occupations    forbidden    

Patients     shall     pay     for     treatment, 

when   

Period  of  quarantine  +. 

Pimps   * 

Prostitutes    : 

Physicians   to   give    circular    instruc- 
tions     ^ 

Permit  to  travel 

Public  baths,  forbidden  in 

Peace  officer,  duties  of 14, 

Records  confidential  28, 

Reciprocal     reports     between     health 

officers  

Reports    of   cases 26,  34,  78, 

Rules  of  procedure  

Specimen  to  laboratory 80, 

Suspected    cases    apprehended 27, 


84 
41 
79 
7;) 
7\) 
70 
2i> 
2! 
8,? 
23 
81 

27 
80 
79 
79 

2* 
80 
81 
2/ 

80 
79 
78 
88 
79 


Subject  Page 

Travel  prohibited  80 

Vital  statistics — 

Creation  of  bureau  18 

Watersheds — 

Dead  animals  on  17 

Protection  of  23 

Water  supply — 

Approval   of   23 

Bottled,   fees  for  examination 76 

Fees  for  examination  of 25,  74 

Ground   74 

Investigation  of  74 

Pollution   of   23 

Plans  and  specifications  for .-..67  to  70 

Responsibility  of  operatives 74 

State  Board  of  Health  to  control  and     .. 

examine   22 

Surface     75 

To  be  condemned,  when  50 

Wells,  abandoned  , 53 

Whooping  cough — 

Defined  as  communicable  disease 16 

Report  of  cases  32 

Rules  for  51 

Transportation  requirements  60 
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Do  you  object  to  having  your  physician  report  a  mild  case  of  con- 
tagious disease  at  your  house  so  that  quarantine  may  be  established? 
What  is  your  attitude  toward  burglary  and  other  violations  of  law? 
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PUBLICATIONS  OF  THE   STATE   BOARD  OF   HEALTH. 

For  specific  instructions  as  to  cause,  methods  of  preventon  and  care 
of   communicable   disease,   write   for   the   following: 

| 

Bulletins   on    Communicable    Diseases —  " 

Diphtheria 

Infantile  Paralysis 

Measles 

Pneumonia  . 

Scarlet  Fever 

Smallpox 

Tuberculosis 

Typhoid    Fever 

Instructions  for  care  of  Influenza  and  Pneumonia 


> 


Bulletins   on  Venereal   Diseases   and   Sex   Education. 

(Send  for  only  those  pamphlets  for  which  you  have  definite  use). 

Set  A — For  young   men 

Set  B — For   public  health   officers   and   business   men 

Set  C — For   boys 

Set  D — For  parents  of  children 

Set   E — For   girls   and   young   women 

Set  F — For   educators 

Other  Bulletins   issued  or   distributed: 

Farm   "Water    Supplies 

Sewage    Disposal    in    Unsewered    Homes 

The  House  Fly — Carrier  of  Disease 

Infant  Care 

Infant  Feeding 

Prenatal   Care 

The  Care  of  the  Baby 

The  Menace  of  Cancer 

Study  Course   on   Public   Health    for   use   of  Woman's   Clubs 

One  and  Two  Room  Rural   School  Buildings 
(State  College  Bulletin  No.   11) 

State  Public  Health   Laws  and  Regulations 

Food  and   Drug  Laws   and   Regulations 

Hotel    Laws    and    Regulations 

These  and  the  Monthly  BULLETIN  of  the  Montana  State  Board  of 
Health  sent  to  any  citizen   of  the   State  on   request. 

Address— W.  F.   COGSWELL,  M.   D.,   Sec'y. 

STATE   BOARD   OF   HEALTH 

HELENA,    MONTANA 
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